"kf^"^^: 


^msm 


>,r'^  %IT.:  '-^ 


.'..   V',  •l.V!.'-!.    .   1.    'H.v.i    /.'     V.'.      1-  '■;',' A' .'!i. 


cijjMBEiiiifmi)  <;a^ 


^  .....  ^^f 


©  198^  Southern  Belle/Nancy  Pfenlce 


ta^u^ 


T 


1  pledge  allegiance  to  the  flag 
of  tKe  United  States  of  America 
ana  to  tne  Repabuc  for  wnicn  it 
stands,  one  Nation  indivisible 
witn  liberty  and  justice  for  all" 


SERVICE  RECORD  BOOK  OF  MEN  AND  WOMEN 

OF 

Cumberland  County 


Sponsored  by  the 


WILEY-MUMFORD  POST  NO.  764,  AMERICAN  LEGION 
TOLEDO,  ILLINOIS 


Assisted  by  the 
CUMBERLAND  COUNTY  BUSINESS  MEN 


WORLD  WAR  II 
GOLD  STAR  BOYS 


JAMES  LESTER  AUG 
Mother  of  Veteran:  Nettie  Orndorff. 
Address:  Hazel,  Illinois. 

Rank  and  Organization:  Private  -  8th  Tank  Battalion. 
Date  of  Enlistment:  February  12,  1942;  Peoria,  Illinois. 
Date  of  Death:  July  30,  1944;  Normandy,  France. 


GOLD  STAR  BOYS 


BYRON  H.  BREWER 
Mother  of  Veteran:  Opal  T.   Brewer. 
Address:  Greenup,  Illinois. 

Rank  and  Organization:   Corporal  -  Air  Corps. 
Date  of  Enlistment:  June   14,   1943;   Fort  Sheridan,  Illinois. 
Decorations:  Asiatic-Pacific  Theatre  Ribbon  w/^  Stars, 
Distinguished  Unit  Badge  w/l   Cluster,  Good  Conduct  Medal. 
Date  of  Death:  July  Z9,   1945;  Inland  Sea,  Japan;  captured  and 
executed  by  the  Japanese. 


GOLD  STAR  BOYS 


GRANT  B.  CAPPS 
Mother  of  Veteran:  Leila  M,  Capps. 
Address:  Neoga,  Illinois. 

Ran>  and  Organization:  Technician  Fourth  Grade  -  Air  Corps. 
Date  of  Enlistment:  October  ZS,  1939;  Peoria.  Illinois. 

Stationed  at  Selfridge  Field,  Michigan  11  months;  transferred  to  the  Philippines 
at  Nicholas  Field. 

Decorations;  Citation  of  Honor  from  General  H.  H.  Arnold  of  the  Army. 
Date  of  Death:  June  29,  1942  at  Luzon,  Philippines  at  the  Cabanatuan,  a  Japanese 
Prison  Camp. 


GOLD  STAR  BOYS 


MAX  CROY 
Name  of  Sister:  Pearl  Carpenter. 
Address:   Toledo,  Illinois,  Route  2. 

Rank  and  Organization:  Technical  Sergeant  -  Infantry. 
Date  of  Enlistment:  June  6     1940;  Decatur,  Illinois. 
Date  of  Death:  June  8,  1944;  France. 


GOLD  STAR  BOYS 


JOHN  WILLIAM  FURRY 
Mother  of  Veteran:  Marinda  E.  Furry. 
Address:  Toledo,  Illinois, 

Rank  and  Organization:  Pharmacist's  Mate  Second  Class  -  Navy. 
Date  of  Enlistnnent;  December  6,   1942;  Great  Lakes,  Illinois. 
Date  of  Death:  March  4,  1945;  Iwo  Jima. 


GOLD  STAR  BOYS 


HALSEY  GASTON 
Name  of  Wife:  Iva  P.  Gaston. 
Address:  Montrose,  Illinois. 

Rank  and  Organization:  Private  -  Company  B.,  338th  Infantry, 
Date  of  Enlistment:  February  9,  1944;  Fort  Sheridan,  Illinois, 
Date  of  Death:  October  28,  1944;  Italy. 


GOLD  STAR  BOYS 


KENNETH  W,  GLIDEWELL 
Father  of  Veteran;  Walter  Glidewell. 
Address;   Hazel  Dell,  Illinois. 

Rank  and  Organization:  Private  First  Class  -  Infantry, 
Date  of  Enlistment:  March  1,  1943;  Toledo,  Illinois. 
Date  of  Death;  May  29,  1944;  Italy. 
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GOLD  STAR  BOYS 


MARION  E.  HETZER 
Mother  of  Veteran:  Rose  P.  Hetzer. 
Address:   Toledo,  Illinois. 

Date  of  Enlistment:  September  21,   1943;  Camp  Atterbury,  Indiana. 
Rank  and  Organization:   Private  First  Class  -   157th  Infantry. 
Date  of  Death:  January  14,  1945;  Reiperlsweiler,  France. 
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GOLD  STAR  BOYS 


WARREN  G.  HOLSAPPLE 
Parents  of  Veteran:  Late  Claude  and  Carrie  Holsapple;  sister,  Ruth  I.  Holsapple. 
Address:  Toledo,  Illinois. 

Rank  and  Organization:  Sergeant  -  Air  Corps. 
Date  of  Enlistment:  January,  1942;  East  St.  Louis,  Missouri, 
Trained:  Keesler  Field,  Mississippi. 

On  March  3,  1942  he  landed  in  Panama  at  Albrook  Field,  He  went  to  Bakers  and  Cooks 
School  at  Corozal  on  D.S.  In  January,  1943  was  made  Corporal  and  appointed  Sergeant 
on  August  1,  1943. 

Date  of  Death:  March  16,  1944;  Republic  of  Panama. 

At  the  time  of  his  death  he  was  cooking  at  an  outpost  in  the  Canal  Zone  where  a  small 
group  of  soldiers  were  stationed. 

He  joined  the  Veterans  of  Foreign  Wars  on  August  3,  1942,  being  a  Charter  menriber 
of  the  Lieutenant  Frank  P.  Albrook  Post  Number  3822  at  Ancon,  Canal  Zone. 
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GOLD  STAR  BOYS 


MAC  HUFFMAN 
Name  of  Widow:  Vera  Huffman, 
Address:   Toledo,  Illinois. 

Rank  and  Organization:  Second  Lieutenant  -  Air  Corps, 
Date  of  Enlistment:  November   10,  1942;  Peoria,  Illinois. 
Date  of  Death:  December  1,  1943;  European  Theatre. 
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GOLD  STAR  BOYS 
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RICHARD  A.  JAYNES 
Name  of  Wife:  Margaret  G.  Jaynes. 
Address:  California, 

Rank  and  Organization:  Private  -  Infantry. 
Date  of  Enlistment:  September  2,   1943;  Toledo,  Illinois. 
Date  of  Death:  June  12,  1944;  Italy. 
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GOLD  STAR  BOYS 


MAX  THOMPSON  LEE 
Mother  of  Veteran:  Dorsa  Lee. 
Address:  Toledo,  Illinois. 
Rank  and  Organization:  Coxswain  -  Navy. 

Date  of  Enlistment:  November  24,   1937;  Maitoon,  Illinois. 
Trained:  Norfolk,  Virginia;  served  on  U.S.S.  New  York. 

On  May  IZ,  1938  he  was  assigned  to  Aircraft  Carrier  U.S.S.  Enterprise,  on  the  day 
it  was  commissioned.  He  remained  on  the  Enterprise  until  the  time  of  his  death. 
Completed  his  four  year  enlistment  period  on  November  14,  1941.  Re-enlisted  after 
Pearl  Harbor. 

Was  KiUed  in  Action  on  August  14.   1942  in  the  battle  of  Stewart  Island,  At  the  time 
of  his  death  he  held  the  rating  of  Coxswain. 
Decorations:  Purple  Heart. 
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GOLD  STAR  BOYS 


WARREN  W.  LINEBERRY 
Date  of  Induction:  January  18,  1942. 
Date  of  Death:  November  9,  1942, 
Rank:  Private  First  Class. 
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GOLD  STAR  BOYS 


HAROLD  MASSEE 
Widow  of  Veteran;  Dorthy  Massie. 
Address:  Greenup,  Illinois. 

Date  of  Enlistment:  July  11,   1941;  Chanute  Field,  Illinois. 
Rank  and  Organization:  First  Lieutenant  -  Air  Corps. 
Decorations:  Silver  Star,  Purple  Heart. 
Date  of  Death:  December  15,  1945;  New  Britain. 
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GOLD  STAR  BOYS 


HAROLD  MYERS 
Sister  of  Veteran;   Inez  Hurt. 
Address:  Greenup,  Illinois. 
Organization:  Navy  Air  Craft, 

Date  of  Enlistment:  October  15,  1941;  Effingham,  Illinois. 
Date  of  Death:  August  24,  1942;  South  Pacific. 
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GOLD  STAR  BOYS 


CHARLES  A.  PATREM 
B^nk  and  Organization:  Private  First  Class  -  Arnny. 
Date  of  Enlistment:  February  19,  1941;  Fort  Sheridan,  Illinois. 
Trained:  California;  Fort  Lewis,  Washington;  Camp  Pickett,  Virginia, 
Theatre  of  Operations:  Italy. 

Date  of  Death:  August  4,  1943;  Battle  of  Sicily. 

On  August  IZ,   1948  his  remains  were  brought  to  the  home  of  his  mother,  Mrs.  Mayme 
Patrem  Orr,  Janesville,  Illinois.  Complete  services  were  held  at  the  honrie  with  the 
Reverend  E.  N.  Leonard  officiating.  Military  services  were  under  the  auspices  of  the 
Toledo  American  Legion.  Interment  was  made  in  the  Japanese  Cennetery. 
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GOLD  STAR  BOYS 


BASIL  SHULL 
Wife  of  Veteran;  Maxine  Shull. 
Address:  Greenup,  Illinois. 
Rank  and  Organization:   Private  -  Infantry. 

Date  of  Enlistment:  March  14.   1944;  Fort  Sheridan,  Illinois. 
Date  of  Death:  November  22.  1944;  France. 
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GOLD  STAR  BOYS 


JOHN  A.  WORLEY 
Mother  of  Veteran:  Mildred  E.  Worley. 
Address:  Toledo,  Illinois, 

Rank  and  Organization:  Private  First  Class 
Date  of  Enlistment:  April  28,  1943. 
Date  of  Death:  June  2,   1944;  North  Africa. 


Infantry  Division. 
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GOLD  STAR  BOYS 


LLOYD  P.  ZIMMER 
Parents  of  Veteran:  Mr.  and  Mrs.  Earl  V,  Zimmer;  Neoga,  Illinois. 
Sisters;  Marjorie  E.  and  Lucille  McFall. 

Date  of  Birth:  January  6,  1920  in  Chicago,  Illinois.    Spent  9  years  in  the  Mattoon  Public 
Schools,  3  years  in  Neoga  T.H.S.  Graduated  June.   1940, 

Date  of  Enlistment:  November   18,    1940;  Mattoon,  Illinois.  Graduated  from  Air  Corps 
Radio  school  August  15,   1941;  transferred  to  the  Philippine  Islands  October  4,  1941;  was 
at  Clark  Field  when  the  first  bombs  fell  in  the  war  with  the  Japs. 

Parents  received  two  letters,  one  December  12,   1941  from  McKinley  Field,  near  Manila; 
the  other  one  dated  January  25,   1942  while  on  Bataan;  was  taken  prisoner  with  the  fall  of 
Bataan,  was  in  the  Bataan  Death  March,  survived  that,  only  to  die  in  a  Prisoner  of  War 
camp  in  Cabanatuan,  where  21000  died  of  starvation,  brutality  and  disease,  June  16,  1942. 
Picture  shown  was  last  picture  ever  taken,  about  two  weeks  before  war  started,  near 
Clark  Field,  North  of  Manila.  Nothing  is  known  of  his  military  record,  his  last  words  were 
**Wish  me  luck,  what  a  war,  but  we  will  lick  them  yet."  He  and  thousands  of  others  never 
knew  that  it  was  done,  but  at  what  a  cost,  revenge  was  taken.  They  did  not  die  in  vain. 
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CLARENCE  C.  BAUMGARTEN 
Name  of  Father:  Fred  Baumgarten. 
Address:  Neoga,  Illinois. 
Rank:  Staff  Sergeant. 

Date  of  Enlistment:  January,  1943;  Washington,  D.  C, 
Date  of  Death:  August  16,  1944;  Europe, 


IVAN  BIRDZELL 
Widow  of  Veteran:  Marjorie  Ann  Birdzell, 
Rank  and  Organization:  Flight  Officer  -  Air  Corps, 
Date  of  Enlistment:  August  19,  1940;  Peoria,  Illinois. 
Date  of  Death:  June  6,   1944;  European  Area. 


KENNETH  L.  CARTER 
Name  of  Mother:  Lena  M.  Carter. 
Address:  Greenup,  Illinois. 

Rank  and  Organization:   Private  -  Recruit  Reception  Center. 
Date  of  Enlistment:  February  9,   1944;  Fort  Sheridan,  Illinois, 
Date  of  Death:  January  8,  1945;   Belgium. 

OTHA  L.  CARVER 
Mother  of  Veteran:  Fredia  Carver. 
AddreFs:  Greenup,  Illinois. 

Rank  and  Organization:  Private  First  Class  -  Company  A.,  44th  Tank  Battalion. 
Date  of  Enlistment:  January  7,   1943. 
Date  of  Death:  March  15,  1945;  Luzon,  Philippines. 


OTHIS  R.  GATHER 
Name  of  Mother:  Daisy  Gather. 
Address:  Toledo,  Illinois,  Route  2. 

Rank  and  Organization:  Private  -  22nd  Infantry,  4th  Division. 
Date  of  Enlistment:  March  3,   1943;  Fort  Sheridan,  Hlinois. 
Date  of  Death:  June  8,  1944;  Normandy,  France, 


HOWARD  GLEN  DEVORE 
Name  of  Wife:  Helen  R.  Devore, 
Address:  Neoga,  Illinois. 

Rank  and  Organization:  Private  First  Class  -  Infantry. 
Date  of  Enlistment:  September  3,  1943;  Camp  Grant,  UUnots. 
Date  of  Death:  September  16,  1944;  France. 


ELDON  A.  DUKEMAN 
Name  of  Widow:  Aleen  Dukeman. 
Address:  Greenup,  Illinois. 

Rank  and  Organization:  Sergeant  -  785th  Military  Police  Department. 
Date  of  Enlistment:  April  21,   1941. 
Date  of  Death:  December  l6,  1945;  at  sea. 


WOODROW  W,  GRUBB 
Name  of  Mother:  Mrs.  Minnie  McDermott, 
Address:  Mattoon,  Illinois, 

Rank  and  Organization:  Private  First  Class  -  Marine  Corps. 
Date  of  Enlistment:  October  15,   1943;  Mattoon,  Illinois. 
Date  of  Death:  July  9,  1944;  Saipan,  South  Pacific. 


PAUL  W.  HAMPSTEN 
Name  of  Father:  Forest  Hampsten. 
Address:  Greenup,  Illinois. 

Rank  and  Organization:  Sergeant  -  Air  Corps. 
Date  of  Enlistment:  October  17,  1943;  Fort  Sheridan,  Illinois. 
Date  of  Death:  February  13,   1945;  Australia. 


LAWRENCE  L.  JONES 
Name  of  Mother:  Mrs.  Helen  Jones. 
Address:   Lerna,  Illinois, 
Rank;   Private  First  Class. 

Date  of  Enlistment:   March  7,  1943;  East  Chicago,  Indiana. 
Date  of  Death:  November  4,  1944;  Percy  Jones  Hospital,  Michigan. 


RALPH  WRIGHT  SHEARS 
Name  of  Father:   Claude  Sheaks. 
Address;  Greenup,  Illinois. 

Rank  and  Organization:  Master  Technician  -  Marine  Corps. 
Place  of  Enlistment:  Chicago,  Illinois. 
Date  of  Death:  August  10,  1944;  Guam, 
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Wiley-Mumford  Post  -  Military  Funeral. 


TOblDO  ILblKOIS 
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WORLD  WAR 
I  - 


JOHN  A.  ALEXANDER 
Rank:  Captain. 

Entered  Service:   February  18,   1943. 
Trained:  Texas,  Kansas,  Arkansas. 
Served  in  European  Theatre,  Berlin,  Germany. 
Battles:   Rhineland,  Central  Europe.  Ardennes  (Bulge). 
Awarded:   Three   Battle  Stars,  Air  Medal.  Bronze  Service 
Arrowhead. 
Discharged:  April  l6.    1947. 


IVAN  L.  ALESHIRE 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Company  I.,  41st  Armored  Infantry. 
Entered  Service;  January  28,    1941. 

Battles:  Sicilian,  Normandy,  Northern  France,  Ardennes, 
Rhineland,  Central  Europe, 

Awarded:   Purple  Heart,  Silver  Star,  Good  Conduct  Medal, 
American  Defense  Ribbon.  European-African-Middle  Eastern 
Ribbon  w/l  Silver  and  1   Bronze  Battle  Star,  5  Overseas  Ser- 
vice Bars. 

Served  overseas  2  years,  6  months. 
Discharged:   June   11,   1945. 
Address:  Route  #2.,  Montrose,  Illinois, 


JIMMY  G.  ANDERSON 
Rank:  Private  First  Class. 
Entered  Service:   February  22.    1943. 
Battles:  Normandy  Canripaign. 
Discharged:  September   13,   1945. 
Address:   Box  251,  Toledo,  Illinois, 


GOLDEN  ASHWILL 
Rank:  Private. 
Enlisted:  June  21,   1916. 

Branch  of  Service:  Company  A.,    130lh  Infantry. 
Battles:  St.  Mihiel,  Chippilly  Ridge,  Grcbsaire  Woods 
Meuse-Argonne.  Army  of  Occupation 
Awarded:   Purple  Heart. 

Was  wounded  on  November  9,    1918  by  Machint-  Gun 
bullet  on  the  Argonne  front. 
Discharged:  May  30.    1919. 
Address:   Toledo.   Illinois. 
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CECIL  C,  ATEN 
Branch  of  Service:  Army,  F.  R.  S.  #327. 
Rank:   Private  First  Class. 
Entered  Service,  September   19,   1917. 

Trained:  Camp  Taylor,  Kentucky;  Camp  Johnston,  Florida. 
Newport  News,  Virginia. 

Embarkation:  September  8,   1918  on  SS  Red  Italia. 
Served  in  France,  with  American  Expeditionary  Forces. 
Discharged:  July  19,   1919. 
Address:  Toledo,  Illinois. 


TIM  BAKER 
No  Record 


ROBERT  BAKER 
Rank:  Corporal. 
Entered  Service:   June  8,   1942. 

Branch  of  Service:  441st  Coast  Artillery,  Antiaircraft. 
Embarkation:  June  8,   1943. 

Battles:  Sicily,  Naples-Foggia,  Rome-Arno,  Southern  France, 
Rhineland,  Central  Europe. 

Awarded:   Bronze  Service  Arrowhead,  Distinguished  Unit 
Badge,  Good  Conduct  Medal,  French  Croix  De  Guerre  with 
Palm,  European-African- Middle  Eastern  Ribbon. 
Time  Served:  3  years,  4  nnonths,  21  days. 


EVELYN  E.  BAKER 
Rank:  First  Lieutenant. 
Branch  of  Service:  Army  Nurse  Corps. 
Entered  Service:  December  20,   1943. 
Battles:  New  Guinea. 

Awarded:   Meritorious  Unit  Award,  Asiatic-Pacific 
Theatre  Ribbon,  Philippine  Liberation  Ribbon. 
Discharged:  March  14,   1946. 
Address:  Sigel,  Illinois  R.F.D. 
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SHERALD  BIRD  BALLINGER 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Navy. 
Enlisted:  July  17,  1942. 
Discharged:   February  9,  1945. 
Address:  Toledo,  Illinois. 


REX  1.   BALLINGER 
Rank:  Staff  Se  rgeant. 

Branch  of  Service:    U03th  Army  Air  Force  Base  Unit. 
Entered  Service:  September  18,   1942. 
Battles:  Central  Burma,  India  Burma. 
Discharged:   December  18,   1945. 
Address:   Toledo,  Illinois. 


ROBERT  E.  BARBER 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Army,  485th  Antiaircraft  Artillery  Air 
Wing  Battalion. 

Entered  Service:  January  7,   1943. 

Trained:  Camp  Hulen,  Texas;  Camp  Coxcomb,  California. 
Battles:   Philippine  Islands,  Ryukyus,  Okinawa. 
Awarded:  Citation,  2  Battle  Stars,  Good  Conduct  Medal,  4 
Overseas  Stripes,   Bronze  Arrowhead. 
Rank:  Corporal. 
Discharged:   January  7.   1946. 
Address:  Route  #3,  Toledo,  Illinois. 


CHARLES  BARBER 
Entered  Service:  May  24,   1944. 
Branch  of  Service:  Navy, 

Trained:  Engineering  School,  Great  Lakes,  Illinois; 
Diesel  School,  Richmond,  Virginia. 
Embarkation:  January  1,  1945. 
Served  in  Ulithi,  Pelelieu. 

Awarded:  American  Area  Ribbon,  Victory  Medal. 
Discharged;  May  IB,   1946;  Great  Lakes,  Illinois. 
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ROY  BARNES,  JR. 
Rank:  Technician  Fifth  Grade, 
Branch  of  Service:  Army  Ground  Force, 
Board  2  Detachment. 
Entered  Service:  November  9,  1944. 
Discharged:  January  Z8,  1946. 
Address:  Jewett,  Illinois. 


LELAND  PAUL  BARTLETT 
Entered  Service:  February  4,    1943;  Chicago,  Illinois. 
Branch  of  Service:  Army,  3486th  Ordnance,  M.M.  Company. 
Trained:  Fort  Francis  E.  Warren,  Wyoming. 
Embarkation:  July  14,    1943. 
Served  in  North  Africa,  Sicily  and  Italy. 
Awarded;   Four  Battle  Stars. 
Returned  to  States:  August  26,   1945. 
Discharged:  October  24,  1945;  Camp  Grant,  Illinois. 


RONDEL  BARTLETT 
Rank:  Corporal. 

Entered  Service;  September  18,   1917. 

Trained:  Camp  Taylor,  Kentucky:  Camp  Pike,  Arkansas; 
Camp  Dix,  New  Jersey. 
Served  in  England  and  France. 
Returned  to  States;  January,  1919. 


JOHN  B.  BINGAMAN 
Rank:  First  Lieutenant. 
Entered  Service:  September  6,  1943. 
Trained:  Chanute  Field,  Illinois. 
Discharged:  April  2,   1943. 
Address:  Neoga,  Illinois. 
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ROBERT  M.  BLAND 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  H.,  340th  Engineers 
Construction  Battalion. 
Entered  Service:  August  25,  1942. 
Battles:  New  Guinea,  Luzon. 
Discharged:  October  26,   1945. 
Address:  Greenup,  Illinois, 


CHARLES  WILLIAM  BLAND 
Rank:  Corporal. 
Enlisted:  March  15,   1944. 
Branch  of  Service:  Marine  Corps. 
Battles:  Okinawa,  Ryukyus,  Occupation  of 
China. 

Discharged:  May  21,    1946. 
Address:  Toledo,  Illinois. 


WILLIAM  H.  BEAUMONT 
Rank:  Corporal. 

Branch  of  Service:    1050th  Army  Air  Force 
Base  Unit. 

Entered  Service:  March  30,  1943. 
Discharged:   March  9.  1946. 
Address;  Toledo,  Illinois. 


LYLE  BOLIN 
No  Record 
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CHARLES  BOUN 
No  Record 


JACK  DEAN  BOWLES 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  10,  1945. 

Trained:  Chicago,  Illinois;  Springfield,  Illinois;  Memphis, 
Tennessee;  Naval  Hospital,  Memphis,  Tennessee. 
Discharged:  July  4.  1945. 
Address:  Toledo*  Illinois. 


THOMAS  BREWER 
No  Record 


ORVILLE  J.  BRICKEY 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:   857th  Ordnance  Heavy 
Automotive  Maintenance  Company. 
Entered  Service:  August  25,   1942. 
Battles:   China. 

Discharged:  December  12,   1945. 
Address:    Route  #2,  Greenup,  Illinois. 
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LAMAR  W.  BROWN 
Rating:  Electrician's  Mate  Second  Class. 
Branch  of  Service:   Navy. 
Enlisted:   January  3,  1942. 
Served  in  Asiatic-Pacific  Theatre. 
Discharged:  October   16,  1945. 
Address:   Janesville,  Illinois. 


LOVS  R.  BUSHOR 
Entered  Service:  April  24,  1941. 
Branch  of  Service:  28th  Infantry  Division. 

Slightly  wounded  at  Mortain,  France  and  seriously  wounded 
near  Paris. 

Awarded:   Purple  Heart,  Bronze  Star  Medal,  European 
Theatre  Ribbon  w/2  Campaign  Stars,  Combat  Infantry  Badge, 
Good  Conduct  Medal,  Pre-Pearl  Harbor  Medal,  Victory 
Medal. 
Discharged:  October  13,  1945. 


GEORGE  W.  CAMPBELL 
Rank:  Sergeant. 

Branch  of  Service:  750th  Army  Air  Force  Base  Unit. 
Entered  Service:  April  9,  1944;  Fort  Sheridan,  Illinois. 
Trained:  Sheppard  Field,   Texas;  Chanute  Field,  Illinois; 
San  Antonio.  Texas;  Selfridge  Field,  Michigan;  Kearns  Field, 
Salt  Lake  City,  Utah;  Fort  Lawton,  Washington. 
Served  in  Alaska,  Aleutian  Islands. 

Awarded:   Pacific  Theatre  Ribbon,  American  Theatre  Ribbon, 
Good  Conduct  Medal,  Victory  Medal. 
Tinne  Served:  26  months  {17  overseas). 
Discharged:  June  7,   1946;  Fort  Sheridan,  Illinois. 
Address:  Toledo,  Illinois. 


LOWELL  D.  CARPENTER 
Rank:  Technician  Fourth  Grade. 
Entered  Service:  February  21.   1941. 
Branch  of  Service:   85th  Quartermaster  Corps. 
Battles:  Algeria-French  Morocco,  Tunisian,  Naples-Foggia, 
Rome-Arno,  North  Apennines,  Po  Valley. 

Awarded:  Good  Conduct  Medal,  American  Defense  Ribbon, 
European-African-Middle  Eastern  Ribbon  w/l  Silver  Battle 
Star  and  Bronze  Battle  Star. 
Served  in  England,  North  Africa.  Italy. 
Discharged:  July  17,  1945. 
Address:   Route  #1,  Casey,  Illinois. 
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LEO  E.  CARRELL 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  B.,  340th  Engineers 
Construction  Battalion. 
Entered  Service:  August  25,   1942, 
Battles:  New  Guinea,  Luzon. 
Discharged:  January  4,    1946. 
Address:  Route  #1,  Greenup.  Illinois. 


HAROLD  CARRELL 
Entered  Service:   November,   1943. 
Served  in  China  Theatre  of  Operations. 
Discharged:  May,    1946, 


RALPH  CARRELL 

Rank:  Staff  Sergeant. 

Branch  of  Service:   Field  Artillery. 
Ei\tered  Service:   November  9,  1944. 
Served  in  Southern  Philippines,  Japan. 

Awarded:  Good  Conduct  Medal,  Victory  Medal,  Asiatic- 
Pacific  Theater  Ribbon,  Philippine  Liberation  Ribbon. 
Discharged:  March  21,   1946. 


LAURENCE  CARRELL 
Enlisted:  May,   1930. 
Branch  of  Service;  Army. 
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JOHN  R.  CLARK 
Rank:   Private. 

Branch  of  Service:  I  OHth  Service  Unit, 
Recalled:  January  25,   1943. 
Discharged:  February  6,   1943. 
Address:  Toledo,  Illinois. 


WILLIAM  E.  CLARK 
Rank:    Private. 

Branch  of  Service:  Anti-Tank  Company, 
184th  Infantry. 

Entered  Service:  March  18,   1941. 
Discharged:   December  5,   1941. 
Address:  Greenup,  Illinois. 


DALE  LEE  CLINE 
Rating:  Radio  Technician  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  10,    1945. 

Trained:  Great  Lakes,  Illinois;   Herze]  College,  Chicago, 
Illinois;  Treasure  Island,  California. 
Served  on  Guam. 

Returned  to  States:    March  14,   1946. 
Discharged:  April  3,  1946;  Great  Lakes,  Illinois. 
Awarded:  American  Area  Ribbon,  Asiatic-Pacific  Theatre 
Ribbon,  Victory  Medal. 

Stationed  at  a  Submarine  Base  Rest  Camp  as  part  of  the 
maintenance  crew.  Duties  consisted  of  helping  run  the  diesel 
generator,  which  supplied  electricity  for  the  camp;  repaired 
radios  and  electrical  appliances. 


DON  CLOSSON 
No  Record 
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CARROL  L.  COOK 
Serial  Number.    36366663. 
Rank;   Technician  Fifth  Grade. 

Branch  of  Service:    127th  Infantry,  32nd  Division. 
Entered  Service:  August  25,   1942. 
Trained:  Camp  Grant,  Illinois. 
Served  in  New  Guinea. 

Awarded:   Good  Conduct  Medal,   1    Bronze  Star,  Asiatic- 
Pacific  Theatre  Ribbon,  5  Overseas  Bars,  Victory  Medal. 
Discharged:  Decennber  26,  1945, 
Address;  Greenup,  Illinois. 


THOMAS  E.  CONNOR 
Rank:   Private  First  Class. 

Branch  of  Service:  A.  I.  Company,  l68th  Infantry,  34th 
Infantry  Division. 

Entered  Service:  February  ZZ,  1943. 
Served  in  Africa  and  Italy. 

Battles:  Naples-Foggia,  Rome-Arno,  North  Apennines, 
Po  Valley. 

Awarded:  European-African-Middle  Eastern  Ribbon  w/4 
Bronze  Battle  Stars. 

Tinne  Served:  33  months  (29  of  these  overseas). 
Discharged:  November  9,  1945, 
Address:  Greenup,  Illinois. 


KENNETH  E.  CROCKETT 
Rank     Staff  Sergeant. 

Branch  of  Service;  Squadron  B.,  3017th  Army  Air  Force 
Base   Unit. 

Enlisted:  October  19,  1943. 

Trained:  Gulfport.  Mississippi;  Tyndall  Field,  Florida; 
Charleston,  South  Carolina;  Santa  Ana,  California;  Hobbs. 
New  Mexico. 

Battles:  Rome-Arno.  North  Apennines.   Po  Valley.  Southern 
France,  Northern  France,  Rhineland.  Central  Europe,  Air 
Combat  Balkans. 

Awarded;  Air  Medal  w/2  Oak  Leaf  Clusters.  Unit  Citation 
w/i  Oak  Leaf  Cluster,  European  Theatre  Ribbon  w/S  Bronze 
Battle  Stars,  Good  Conduct  Medal. 
Discharged;  October  5,   1945. 
Address.    Box  192.  Neoga,  Illinois. 


HERALD  D.  CROCKETT 
Serial  Number:    36612919. 
Rank:  Corporal. 

Branch  of  Service:  Army,  Company  F.,   156th  Infantry. 
Entered  Service;   January  7,   1943. 

Battles:  Normandy,  Northern  France,  Rhineland,  Central 
Europe. 

Awarded:   Four  Overseas  Service   Bars,  American  Defense 
Campaign  Ribbon,  European-African-Middle  Eastern  Theatre 
Ribbon  w/4  Bronze  Battle  Stars,  Good  Conduct  Medal, 
Victory  Medal.  Expert  Infantry  Badge. 
Served  overseas  2  years,  3  months,  4  days. 
Discharged:  December  12,   1945. 
Address:  Neoga,  Illinois. 
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FRED  **R"  CROY 
Rating;  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  March  16.  1945. 
Trained:  Camp  Peary,  Virginia. 
Discharged:  January  8,  1946. 
Address:  Toledo,  Illinois. 


ROBERT  STARK  CUTTS 
Rating:  Electrician's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve. 

Trained:  Springfield,  Illinois:  Great  Lakes,  Illinois:  Tadcen, 
Shoemaker,  California:  Lido  Beach,  Long  Island,  New  York. 
Vessel:    U.S.S.   Burke  APD-65. 
Discharged:  May  29.    1946. 
Address:   Toledo.  Illinois. 


REX  EAGLESON 
No  Record 


WILMER  LEROY  EASTON 
Rank:  Technical  Sergeant. 
Branch  of  Service:  Marine  Corps. 
Enlisted:  March  15,   1943. 
Battles:  Air  Offensive,  Occupation  Japan. 
Discharged:  May  25,   1946. 
Address:  Greenup,  Illinois. 
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DALE  F.  EGGERS 
Rank:   Private  First  Class, 
Branch  of  Service:  Service  Company  513th 
Parachute  Infantry, 
Entered  Service:  October  3,   1939. 
Battles:  Central  Europe. 
Discharged:  September  21,   1945. 
Address:  Route  #3,  Toledo,  Illinois. 


WILLIAM  H.  ELDER 
Rating:  Lieutenant  Tunior  Grade. 
Enlisted:  January  U,   1943. 
Branch  of  Service:  Aviation  Cadet. 

Served  aboard  the  carrier  Battaan  with  Fighter  Squadron 
47.  Shot  down  four  Japanese  planes. 

Awarded:  Two  Distinguished  Flying  Crosses,  Air  Medal 
w/4  Gold  Stars,  Philippine  Liberation  Ribbon,  Asiatic-Pacific 
Theatre  Ribbon,  American  Theatre  Ribbon. 
Address:  Toledo,  Illinois. 


JOHN  T.  ELLIOTT 
Rank:  Private. 

Branch  of  Service:  82nd  Squadron. 
Entered  Service:   February  27,   1918 
Discharged:  January  21,   1919. 
Address:   Toledo,  Illinois. 


IRA  M.  ELLIOTT 
Rank:    Private. 

Branch  of  Service:  Army,   Casual  Section  Service 
Command  Unit  #1962, 
Recalled:  September  8,    1942. 
Discharged.   February  25,   1943. 
Address:  Toledo,  Illinois. 
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RONO  R.  EVANS 
Rink     Private-   First  Class. 

Br.»nch  ot"  Service     461  st  Amphibious   Truck  Company. 
Entt-red  Service     September    18,    194^. 
Battles:  Rome-Arno,  Southern  France,  Rhineland. 
Discharged    October  24.   1945. 
Address:  Route  #1,  Box  89,  Toledo,  Illinois. 


RALPH  EVANS 
No  Record 


DONALD  EUGENE  EVANS 
Rating:  Radarman  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted.   May  24,    1944. 

Trained:   Farragut,  Idaho;  Seattle,   Washington. 
Vessels:    U.S.S.  Bollinger. 

Awarded.  Victory  Medal.  American  Area  Campaign 
Ribbon,  Asiatic-Pacific  Theatre  Ribbon  w/l  SUr. 
Discharged:   June  II,   1946. 
Address:    Box  191,  Toledo,  Illinois. 


CHARLES  EVERETT  FLOREY 
Rating:   Firennan  First  Class, 
Branch  of  Service:  Navy. 

Entered  Service:  March  16,  1945,  Calumet  City. 
Illinois, 

Trained:  Great  Lakes,  Illinois, 
Served  on  U.S.S.  CT.  O'Brien  (DE  42). 
Awarded:  Victory  Medal,  Asiatic-Pacific  Theatre 
Ribbon,  Philippine  Liberation  Ribbon. 
Discharged:  February  21,    1946;  Great  Lakes.  Illin 
Served:   11  months,  6  days. 
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WILLIAM  S.  EVERHART 
Rank:  Sergeant. 

Branch  of  Service:   599th  Antiaircraft  Artillery 
Battalion. 

Entered  Service:  August  25,   1942. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  February  26,  1946. 
Address:  Toledo,  Illinois. 


HAROLD  R.  FOGLE 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  A.,  744th  Railroad  Operating 
Base. 

Entered  Service:  December   14,   1943,  Fort  Sheridan,  Illinois. 
Battles:  Northern  France,  Ardennes,  Rhineland. 
Awarded:  American  Campaign  Ribbon,  European-African- 
Middle  Eastern  Ribbon,  Good  Conduct  Medal,  Victory  Medal. 
Discharged:  January  7,   1946;  Camp  Grant,  Illinois. 
Address:  Jewett,  Illinois. 
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GEORGE  E.  FOGLEMAN 
Rating:  Pharmacist's  Mate  First  Class, 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  23.   1942;  St.  Louis,  Missouri. 
Trained:  Great  Lakes,  Illinois;  Newport,  Rhode  Island; 
Providence,  Rhode  Island;  Camp  Allen,  Norfolk,  Virginia; 
San  Bruno,  California. 

Vessels:  SS  Sea  Star  and  U.S.S.  Haven  (Hospital  Ship). 
Served  in  Guam. 

Awarded:  Asiatic-Pacific  Theatre  Ribbon,  American  Theatre 
Ribbon,  Good  Conduct  Medal.  Victory  Medal. 
Discharged:  December   11.   1945. 
Address:   Box  215,  Greenup,  Illinois. 


DONALD  FIGGINS 
No  Record 
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GUY  FOGLEMAN,  JR. 
Rating:  Gunner's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   November  24,   1942. 

Trained:  San  Diego,  California;    Fleet  Service  School, 
San  Diego,  California;  Ship  Repair  Base,  Navy. 
Vessel:   U.S.S.  Indianapolis. 
Discharged:  November  6.    1945. 
Address:  Box  215,  Greenup,  Illinois. 


CHARLES  GAINES,  JR.    . 
Rank:  Private  First  Class. 

Branch  of  Service:  Medical  Detachment,  78th  Station 
Hospital.  655th  Ambulance  Outfit. 
Entered  Service:  September  18,    1942. 
Embarkation:  April  29,   1943. 

Served  in  European  Theatre  (Africa.  Italy,  France,  Belgium). 
Battles:  Rome-Arno,  Southern  France,  Rhine  Crossing. 
Awarded:  European  Theatre  Ribbon,  Good  Conduct  Medal, 
4  Service  Bars,  3  Bronze  Battle  Stars. 
Discharged:  November   11,    1945;  Camp  Grant,  Illinois. 
Address:   Box  24,  Janesville,  Illinois. 


VIRGIL  I.  GASTON 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  A.,  142nd  Infantry. 
Entered  Service:    February   14,   1942. 
Battles.  Italian  Campaign, 
Dischprgec:  December  7.  1944, 
Address.  Toledo.  Illinois. 


VIRGIL  H.  GENTRY 
Rank;   Private  First  Class. 
Branch  of  Service:  4585th  Quartermaster 
Service  Company. 

Entered  Service;   December  3,   1942. 
Battles:  Central  Pacific. 
Discharged:  November  3,   1945. 
Address:  Route   I,  Jewett,  Illinois. 
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HAROLD  F.  GENTRY 
Rank:    Private  First  Class. 
Branch  of  Service:    lOIst  Airborne,  502nd 
Regiment, 

Entered  Service:   April  21,    1944. 
Battles;   Central  Europe. 
Discharged:  April  3,   1946. 
Address:  Toledo.  Illinois. 


CARL  B.  GENTRY 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  I.,  363rd  Infantry 
Regiment,  91st  Division. 
Entered  Service:   July  7,  1943. 
Battles;  North  Apennines,  Po  Valley. 
Discharged:   November  29,   1945, 
Address:  Jewett,  Illinois. 
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WILLIAM  H.  GLIDEWELL 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Company  B.,  337th  Engineers  Company 
Battalion, 

Entered  Service:  January  31,  1942. 

Battles:   Tunisian,  Naples-Foggia,  Rome-Arno  Campaigns. 
Discharged:  May  Zb,  1945. 
Address:  Hazel  Dell,  Illinois. 


CHARLES  E.  GOODMAN 
Rank     Technician  Fifth  Grade. 

Branch  of  Service:   33rd  Infantry  Division,  Signal  Corps. 
Entered  Service:  April  15,   1942. 

Served  m  Hawaii,   New  Guinea,  Philippines,  Japan,  Luzon. 
Discharged     November  20.    1945. 
Address:  Greenup,  Illinois. 
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JES9E  GORDON 
^k^  Record 


HOWARD  RAYMOND  GORDON 
Rating:  Aviation  Machinist's  Mate  Third  Class. 
Enlisted:  December  11,   1942. 

Trained:   Lake  City,  Florida;  Shore  Patrol  DAX,  Florida. 
Served  as  mechanic  and  radar  operator  on  various  missions 
along  both  coasts  of  the  United  States. 
Employed  by  the  Indiana  Air  National  Guard  near  Fort 
Wayne,  Indiana  as  mechanic. 
Discharged:  June   14,   1946. 
Address:   Route   1,  Neoga,  Illinois. 
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RAYMOND  W.  GRAY 
Rank;   Technician  Fifth  Grade. 
Branch  of  Service:  Company  C,  91st  CML. 
Mortar  Battalion. 
Entered  Service:  October  4,   1944. 
Battles:   Rhineland,  Central  Europe. 
Discharged:  July  18,  1946. 
Address:   Toledo.  Illinois. 


CHARLES  MORTON  GRAY 
Rating.  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  4,   1945. 
Trained:  Great  Lakes,  Illinois. 
Vessel:   U.S.S.  Lexington. 
Discharged:  July  12,    1946. 
Address;  Jewett,  Illinois, 
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MARION  W.  GRAY 
Rank:  Staff  Sergeant. 

Branch  of  Service:  331st  Bomb  Group,  357th 
Bomb  Squadron,  315th  Wing. 
Entered  Service:  Decennber  2,   1942. 
Battles:  Air  Offensive  Japan. 
Discharged:   February  14,  1946. 
Address:  Toledo,  Illinois,  Route  2. 
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WILLIAM  F.  GREENSON 
flapi:  Technician  Fourth  Grade. 

Branch  of  Service:  Company  C,  875th  Airborne, 
Engineers  Aviation  Battalion. 
Entered  Service;    February  4,   1943. 
Battles:  New  Guinea,  Southern  Philippines,  Luzon. 
Discharged:  January  ZZ,   1946, 
Address:  Toledo,  Illinois. 


JAMES  L.  GREESON 
Rank:  Staff  Sergeant. 

Branch  of  Service:   Battery  A.,  938th  Field  Artillery 
Battalion. 

Enlisted:  December  10,   1941. 

Battles:  Naples-Foggia,  Rome-Arno,  Southern  France, 
Rhineland,  Central  Europe. 

Discharged:  November  5,   1945;  Fort  Sheridan,  Illinois. 
Address:  Greenup,  Illinois. 


ALFRED  C.  GREESON 
Rank:  Private  First  Class. 

Branch  of  Service:   Headquarters  Company,   131st  Infantry. 
Entered  Service:  May  5,   1918. 
Trained:  Camp  Gordon,  Georgia. 
Battles:  Meuse-Argonne  Offensive. 

Slightly  wounded  by  a  high  explosive  shell  on  October  11    in 
the  Meuse-Argonne  Offensive  and  was  found  to  be  suffering 
greatly  fronn  being  gassed.  He  was  placed  in  the  Evacuation 
Hospital  at  Suey  for  treatment.  Transferred  to  the  Base 
Hospital  at  Vichey,  France. 

Discharged:  June  6,   1919;  Camp  Grant,  Illinois. 
Address:  Toledo,  Illinois. 
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HAROLD  D,  GREESON 
Rank:  Technician  Fourth  Grade. 
Entered  Service:  August  25,   1942. 

Branch  of  Service:  Company  A.,  34th  Medical  An^phibious 
Battalion;    11th  Headquarters  and    Headquarters  Detachment, 
Special  Troops,  Fourth  Army. 

Transferred  to  3rd  Army  Headquarters,  Camp  Barkeley, 
Texas. 

Received  appointment  as  Warrent  Officer- -Duty  Personnel 
Adjutant. 
Inactive  Duty  November,  1944. 


EURIS  ELWOOD  GREESON 
Rank:  Corporal. 

Entered  Service:   February  23,   1918. 
Branch  of  Service:  84th  Division,   335th  Infantry. 
Trained:  Camp  Taylor,  Kentucky;  Camp  Sherman,  Ohio; 
Camp  Mills,  Long  Island,  New  York. 

Embarkation;  September  3.   1918  aboard  the  "Karmala'.' 
Served  in  France;  crossed  the  English  Channel  on  the 
"Narragansette"  for  LeHavre. 

The  84th  Division  was  sent  to  Cannp  D'Auvours,  France, 
a  Belgian  Camp,  where  it  rennained  in  charge  of  the  camp 
until  June,    1919  when  was  returned  to  the  states. 
Discharged:  July  25.    1919;  Camp  Grant,  Illinois. 
Awarded:   Victory  Medal. 

The  "Narragansette"  was  torpedoed  and  sent  to  the  bottom 
within  less  than  two  weeks  after  they  crossed  the  channel. 


HENRY  L.  GRESENS 
Rank:   First   Lieutenant. 

Entered  Service:    July,    1943;   Chicago,   Illinois. 
Branch  of  Service:   Army,  Federal  Service;  assigned  1o  the 
Sixth  Service  Command  at  Camp  Ellis,  Illinois;  transferred 
to  the  Fifth  Service  Command  at  Camp  Atterbury,  Indiana; 
assigned  to  Medical  Department  Replacement  Pool  at  Billings 
General  Hospital,  Fort  Benjamin  Harrison,  Indiana. 
Placed  on  "inactive  status"  at  Fort  Sheridan,  Illinois. 
Discharged:  December  28,   1944. 
Address:   Toledo,  Illinois. 
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ROBERT  H.  GROUND 
Rank:   Technician   Fourth  Grade. 

Branch  of  Service:  Army,  Company  A.,  32Ist  Medical 
Battalion,  96th  Division. 

Entered  Service:  October  8.  1942;  Camp  Grant,  Illinois. 
Trained:  Camp  Adair,  Oregon;  Fort  Lewis,  ^Vashington; 
Camp  White,  Oregon. 

Battles:   Leyte,  Philippines;  Okinawa,  Ryukyus. 
Awarded:  Asiatic-Pacific  Theatre  Ribbon,  American  Theatre 
Campaign  Ribbon,  2  Overseas  Service   Bars,  Victory  Medal, 
Bronze  Arrowhead,  Philippine  Liberation  Ribbon  w/2  Bronze 
Stars,  Gold  SUr. 
Discharged:  January  10,   1946. 

Assisted  medical  officers  in  treatment  of  wounded.  Gave 
first  aid  to  wounded  men  and  blood  plasma.  Helped  evacuate 
wounded  men  from  the  battlefield. 
Address:   Toledo,  Illinois. 


RUFUS  B.  GRISSOM 
Rank:  Corporal. 

Branch  of  Servicer  Ordnance  Department. 
Entered  Service:  April  10,   1918. 
Discharged:  May  14,   1919. 
Address:  Toledo,  Illinois. 


JOHN  C.  GRISSOM 
Rank:   First  Lieutenant. 

Branch  of  Service:  Aviation  Cadet,  ^ir  Corps. 
Entered  Service:   February  22,   1943. 
Discharged:   February   13,   1946. 
Address:  Toledo,  Illinois. 


RAYMOND  HACKLEY 
Rank:   Corporal. 

Branch  of  Service:  Section  8,  Squadron  B.. 
Maintenance  Division. 
Entered  Service:  December  18,   1942. 
Discharged:  December  19,   1945. 
Address:  Route  #1,   Trilla,  Illinois. 


JOHN  L.  HALL 
Branch  of  Service:  Company  F.,  12th  Regiment,  Infantry. 
Enlisted:  December  28,   1898. 

Served  in  Philippines  in  Spanish-American  War. 
Discharged:  December  27,    I90I. 
Address:  Toledo,  Illinois. 
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ANN  KINGMAN  HARRELL 
Rank:  First  Lieutenant. 
Entered  Service:   March  20,   1945. 
Branch  of  Service:  Army  Nurse  Corps, 
Trained:  Camp  McCoy,  Wisconsin. 
Served  in  England  and  France. 
Discharged:  April  12,  1946;  Fort  Sheridan,  Illinois. 


ARTHUR  C.  HAWKER 
Rank:  Sergeant. 

Branch  of  Service:   Battery  B.,  903rd  Field  Artillery  Battal- 
ion, 78th     Division. 
Entered  Service:  August  25,    1942. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:   January  19,    1946. 
Address:   Hazel  Dell,  Illinois. 


HOWARD  HAWKER 
No  Record 


MILDRED  LOIS  H-^WKER 
Rating:  Specialist  (Q)  Third  Class. 
Enlisted:  November   13.   1944. 

Trained:  Naval  Training  Station,  Bronx,  New  York; 
Naval  Barracks,  Washington,  D.  C. 
Discharged;   June   5,    1946. 
Address:   Hazel  Dell,  Illinois. 
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MARGARET  EMMA  HAWKER 
Rating:  Specialist  Q  Third  Class. 
Entered  Service:  January  11,   1945. 
Trained:  Naval  Training  School,  Naval  Barracks, 
Washington,  D.  C. 
Discharged:   May  15,   1946. 
Address:  Hazel  Dell,  Illinois. 


WILLIAM  H.  HAWKER 
Rank:  Corporal. 

Branch  of  Service:  Supply  Company, 
77th  Infantry. 

Entered  Service:  May  28,  1918. 
Discharged:  January  17,  1919. 


RICHARD  C.  HAYDEN 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  M.,   15th  Infantry. 
Entered  Service:  July  7,  1943. 
Battles:   Ronne-Arno, 
Discharged:  July  3,   1945. 
Address:  Box  182,  Greenup,  Illinois. 


WILBUR  LAVERL  HENDERSON 
Rating:  Specialist  (F)  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  September  29,  1944. 

Trained:   Great  Lakes,  Illinois;  Shoemaker,  California;  Radio 
Material  School,  Treasure  Island,  California. 
Embarkation:  June  25,   1925. 

Stationed  in  Pearl  Harbor,  and  Naval  Base  on  Saipan;  served 
in  Security  Guard  and  Fire  Departnnent. 
Returned  to  States:   May  25,   1946. 

Awarded:  American  Theatre  Ribbon,  Victory  Medal,  Asiatic- 
Pacific  Theatre  Ribbon. 
Time  Served:  20  months,   1  1   days. 
Discharged:  June  9,   1946;  Great  Lakes,  Illinois. 
Address:  Route  #3,  Greenup,  Illinois. 
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KENNETH  E.  HESLER 
Rank;  Private. 

Branch  of  Service:  893rd  Antiaircraft  Artillery  Air  Wing 
Battalion;  463rd  Parachute  Field  Artillery  Battalion;   lOlst 
Airborne  Division. 
Enlisted:  June  6,   1942. 

Battles:  Tunisia,  Sicily,  Algeria- French  Morocco,  Rome- 
Arno,  Central  Europe,  Belgium  (Bastogne),  Rhineland,  Battle 
of  the  Bulge. 

Awarded;    Parachute  Badge,  European-African-IWiddle 
Eastern  Ribbon,  Victory  Medal,  Good  Conduct  Medal,  Seven 
Battle  Stars,  Presidential  Unit  Citation,  Netherlands  Orange 
Lanyard,  French  Croix  de  Guerre. 
Discharged:  May  25,   1945. 
Address:  Greenup,  Illinois. 


WILLIAM  N.  HIGGENBOTHAM 
Rating:  Radarman  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  July  5,  1926. 

Trained;  Great  Lakes,  Illinois:  Norfolk,  Virginia;  Tampa, 
Florida:  New  York. 

Vessels:  U.S.S.  Gates  Destroyer  763,  U.S.S.  LCI  iS>17, 
LCI  (L)  Flotilla  37  Staff,  U.S.S.  LCI  (G)  190,  U.S.S.  LCI  (L) 
740. 

Served  in  Atlantic  and  Pacific  Theatres. 

Awarded:  Victory  Medal,  Annerican  Area,  European-African- 
Middle  Eastern  Ribbon,  Asiatic-Pacific  Theatre  Ribbon,  3 
Battle  Stars. 

Discharged:  March  15,  1946;  Great  Lakes,  Illinois. 
Address:  804  Edgar  Avenue,  Effingham,  Illinois. 


CLIFTON  HILL 
Rank:  Private. 

Branch  of  Service.  Auxiliary  Rem. 
Assignment  #320. 

Entered  Service:  September  5.  1918. 
Discharged.  January  27,   1919. 
Address.   Toledo,  Illinois. 


IVAN  G.  J.  HOLSAPPLE 
Rank:  Private  First  Class. 

Branch  of  Service:  67th  Military  Government. 
Entered  Service:  November   15,   1945. 
Discharged:  September  18.    1946. 
Address:  Route  #1,  Charleston,  Illinois. 


49 


HARRY  HUFFMAN 
Entered  Service:  June   13,   1918. 

Trained:  Rakes  Army  School,  North  Kansas  City, 
Missouri;  FARD,  Camp  Taylor,  Kentucky. 
Served  as  truck  driver. 
Discharged:  May  15,   1919. 


MAYNARD  E,  HUFFMAN 
Rank:   Corporal. 

Branch  of  Service:  33rd  Quartermaster  Company. 
Entered  Service:  April  25,   1941. 
Battles:  New  Guinea,  Luzon. 
Discharged:  November  20,  1945. 
Address:  Toledo,  Illinois. 


JAMES  HUTTON 
No  Record 


JAMES  MELVIN  HUTTON 
Branch  of  Service:  Company  B.,   123rd 
Mounted  Infantry. 
Served  in  Civil  War  3|  years. 
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JOHN  E.  INGRAM 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Squadron  C,  3502nd  Army  Air  Force 
Base  Unit. 

Entered  Service:  August  30,  1943. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  October  20,   1945. 
Address:  Jewett,  Illinois, 


VIRGIL  L.  INGRAM 
Rank:   Private  First  Class. 
Branch  of  Service:  Military  Police. 
Enlisted:   February  27,   1942. 

Served  in  European-African-Middle  Eastern  Theatre 
of  Operations. 
Discharged;    March  2,   1944. 
Address:  Toledo,  Illinois. 


DALE  A.  JAMES 
Rank:    Private. 

Branch  of  Service:  Company  D.,  26th  Infantry  Training 
Battalion,  Camp  Croft,  South  Carolina. 
Entered  Service:  November  9,   1944, 

Discharged:   February  2,   1945;  Fort  Sheridan,  Illinois. 
Address:  Route  #3,  Greenup,  Illinois. 


WAYNE  JENKINS 
Entered  Service;    February,  1942. 
Rank:  Technical  Sergeant. 
Branch  of  Service:   36th  Infantry  Division. 
Served  in  Africa  and  Italy. 

Awarded:  Victory  Medal,  Purple  Heart,  Bronze  Star. 
Cluster  Bronze  Star,  Combat  Infantry  Badge,  European 
Theatre  Ribbon  w/2  Stars,  Good  Conduct  Medal. 
Discharged:  September,   1945. 
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WALLACE  JENKINS 
Entered  Service!  December  28,   1940. 
Served  in  European  and  Pacific  Theatres; 
mine  sweeper  in  Mediterranean  Sea. 
Rating:   Pharmacist's  Mate  First  Class. 
Still  in  Service. 
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MAURICE  JENKINS 
Entered  Service:  December,   1943, 
Rank:  Corporal. 

Branch  of  Service:    103rd  Infantry  Division,  Chemical 
Mortar. 

Served  in  France,  Germany,  Austria. 

Awarded:  European  Theatre  Ribbon,  Bronze  Star,  Good 
Conduct  Medal. 
Discharged:  January,    1946. 
Present  Occupation:  Barber. 


JAMES  R.  KELLEN 
Rank:  Corporal. 

Branch  of  Service:   112th  Army  Air  Force 
Base  Unit. 

Entered  Service:  May  6,  1943. 
Discharged:  February  II,   1946. 
Address:  Box  52,  Jewett,  Illinois. 


HOMER  KELLY 
No  Record 
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GERALD  E.  KLINE 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:    1494th  Engineers  Maintenance  Connpany. 
Entered  Service:  March  14,  1944. 

Awarded:  Good  Conduct  Medal,  American  Theatre  Ribbon, 
European-African-Middle  Eastern  Ribbon,  Asiatic-Pacific 
Theatre  Ribbon. 
Discharged:  May  20,   1946. 
Address:   Hazel  Dell,  Illinois. 


W.  C.  KING 
Entered  Service:  August  6,    1943. 
Branch  of  Service:    1st  and  3rd  Army, 
Served  in  France,  Germany, 
Rank:  Captain. 
Discharged:  April,  1946. 


DUDLEY  J.  KINGMAN. 
Entered  ServK  e:   Februarys,    1941. 
Rank:    First  Lieutenant. 
Branch  of  Service:  Cavalry. 
Trained.  Camp  Lee.  Virginia. 

Promoted  to  Lieutenant  Colonel  March  !,   1943;  January  I, 
1944  appointed  to  commander  of  a  special  training  battalion 
for  thf   rehabilitation  of  psychoneurotics,  August  4,   1945 
graduated  at  Fort  Leavenworth,  Kansas  from  the  command 
and  General  Staff  School.  January  8,   1946  promoted  to 
Colonel. 

Discharged.   March  12.    1946,  Placed  on  inactive  duty. 
Address.  Neoga,  Illinois. 


JUNIOR  P.  KRAIL 
Rank:  Second  Lieutenant. 
Address:  R.F.D.  #3,  Toledo.  Illinois. 
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RAYMOND  J.  KRUEGER 
Serial  Number:   36003052. 
Rank:  Sergeant. 

Branch  of  Service:   Infantry,  Company  A.,   13th  Tank  Battal- 
ion. 

Entered  Service:  February  14,  1941. 

Battles:  Algeria,  French  Morocco,  Tunisia,  Naples-Foggia, 
Rome-Arno,  North  Apennines,  Po  Valley. 
Wounded  in  Action  on  three  occasions:  Mateur,  Tunisia 
April,   1942;  Sebletia,  Tunisia  March,  1942;  Grosetto,  Italy 
June.  1944. 

Awarded:   Bronze  Star,  Purple  Heart  w/Z  Oak  Leaf  Clusters, 
Good  Conduct  Medal,  American  Defense  Ribbon,  European- 
African-Middle  Eastern  Ribbon  w/l  Silver  Battle  Star,  1 
Bronze  Battle  Star,  Bronze  Arrowhead,  Victory  Medal. 
Discharged:  May  31,   1945. 
Address:  Montrose,  Illinois. 


MILLARD  E.  KINGERY 
Rank:  Technical  Sergeant. 

Branch  of  Service:   5th  Division  Infantry,  3rd  Army. 
Entered  Service:  October  10,   1940. 

Served  in  Ireland,  Africa,  Sic'ly,  Anzio,  Omaha  Beach, 
St.  Lo,  French,  Bulge,  Rhineland,  Central  Europe. 
Returned  to  Kennedy  General  Hospital,  Mennphis,  Tennessee 
December  3,  1945. 

Awarded:   Bronze  Star,  Purple  Heart  with  3  Clusters,  Good 
Conduct  Medal,  American  Defense  Ribbon,  European-African- 
Middle  Eastern  Ribbon,  Combat  Infantry  Badge. 
Wounded  in  Action  from  machine  gun  bullets  and  shell  frag- 
ments; left  thorax,  nine  ribs  and  spleen  removed;  75  ounces 
shell  fragment  removed;  39  ounces  of  silver  plating  in  left 
side. 


JAMES  R.  KUHN,  SR. 
Enlisted:  May  27,   1919;  Camp  Gordon,  Georgia. 
Trained:  With  replacement  Unit  of  82nd  Division;  Cannp 
Merrit,  New  Jersey. 

Embarkation:  August  26,   1918  on  S.S.  Persic,  the  flagship 
with  a  convoy  of  18  ships. 

On  September  7,  the  S.S.  Persic  was  torpedoed  by  Germans, 
survivors  picked  up  by  English  torpedo  boat. 
Landed  at  English  Naval  training  Station.  Plymouth,  England 
September  8. 

Returned  to  States:   December  21,1918. 
Discharged:  January  6.   1919;  Camp  Custer.  Michigan, 
Served  many  years  as  Annerican  Legion  Post  Adjutant,  Com- 
mander, County  Finance  Officer  and  County  Commander. 
For  past  eight  years  he  has  and  is  serving  as  County  Chair- 
man American  Red  Cross. 
Present  Occupation:  General  Insurance.  Jewett.  Illinois. 
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JAMES  R.  KUHN,  JR. 
Rank:  Corporal;  commissioned  Second  Lieutenant  July  1, 
1943  at  Fort  Sill,  Oklahoma. 
Branch  of  Service:   Field  Artillery. 

Entered  Service:  November  20,   1942;  Fort  Sheridan,  Illinois. 
Trained:  Camp  Roberts,  California;  Light  Artillery  Battery 
at  Camp  Adair,  Oregon. 

Embarkation:   May  26,   1944;  Camp  Stoneman,  California. 
Served  in  Buna,  New  Guinea;  joined  the  31st  Dixie  Division, 
11  7th  Field  Artillery  Battalion;  Morotai  Island,  Mindanao, 
Philippine  Islands.  Leyte  and  Manila. 

Awarded:  American  Theatre  Ribbon,  New  Guinea  Campaign 
Ribbon,  Philippine  Campaign  Ribbon,  Philippine  Victory 
Ribbon,   Bronze  Star  Medal  Award,  Asiatic-Pacific  Ribbon. 
Returned  to  States:  March  26,    1946. 

Discharged:   July  4,    1946;  Jefferson  Barracks,  Missouri. 
Now  holds  rank  of  First  Lieutenant,  Officers  Reserve  Corps. 


REX  LACY 
No  Record 


MARVIN  V.  LEE 
Entered  Service:  August  30,  1943. 
Branch  of  Service;  Navy. 

Trained;   Farragut,  Idaho;  Seattle,  Washington;  Las  Alamitos, 
California. 

Served  on  Aircraft  Carrier  U.S.S.  Saginaw  Bay. 
Rating:  Seaman  First  Class. 
Discharged;  Great  Lakes,  Illinois;  January  9,  1946. 


LUTHER  C.  LETNER 
Rank:  Private. 

Branch  of  Service:   Headquarters  Connpany, 
10th  Infantry. 
Enlisted:  May  28,   1918. 
Discharged:  August  13,   1918. 
Address:  Toledo,  Illinois. 


EVERETT  W.  LETNER 
Rank:  Technical  Sergeant, 

Branch  of  Service:   548th  Night  Fighter  Squadron. 
Entered  Service;  December  27,   1941. 
Served  in  Western  Pacific  Theatre. 

Battles:  Iwo  Jima,  le  Shima,  Hawaiian  Islands,  Saipan. 
Awarded;  Good  Conduct  Medal,  Carbine  Expert  Medals. 
Discharged:  January  2,   1946. 

Tinne  Served:  4  years,  6  days  (1^  months  overseas). 
Address:  Route   1,  Toledo,  Illinois. 
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WENDELL  R.  LETNER 
Rank:  Technician  Fourth  Grade, 

Branch  of  Service:  Company  C,,  723rd  Railroad  Operation 
Battalion. 

Entered  Service:   December  14,   1943. 

Battles:  Northern  France,  Rhineland,  Central  Europe. 
Discharged:  April  4,  1946. 
Address:    1000  Marshall.   Mattoon,  Illinois. 


DAROLD  DEAN  LIGHT 
Serial  Number:  36383187.  Rank:  Technical  Sergeant. 
Entered  Service:  October  22,   1942. 
Branch  of  Service:  Arnny,  Infantry. 
Trained:  Oregon. 
Embarkation:  July  23,   1944. 
Served  in  Pacific  Theatre. 

Battles:  Leyte,  Southern  Philippines,  Ryukyus,  Okinawa. 
Served  as  Platoon  Sergeant  with  Company  A..  383rd  Infantry, 
96th  Division. 

Wounded  in  Action  on  Okinawa  May  13,    1945. 
Awarded:   Purple  Heart,  Service  Stripe,  American  Cannpaign 
Ribbon.  Asiatic-Pacific  Theatre  Ribbon  w/2   Bronze  Battle 
Stars  and  Arrowhead,  Philippine  Liberation  Ribbon  w/2 
Bronze  Stars,  Good  Conduct  Medal,  Bronze  Star  Medal. 
Returned  to  States:  December   1 6,  1945. 
Discharged:   January  8,   1946;  Camp  Grant,  Illinois. 


^     :t 


JOHN  LICHTENWALTER 
Rating:  Quartermaster  Third  Class. 
Entered  Service:  April  26,   1944. 
Branch  of  Service:  Navy. 

Trained:  Great  Lakes,  Illinois;  Hilo,  Hawaii;  Palnnyra 
Island;  Norfolk,  Virginia;  Navy  Hospital,  Oahu,  Hawaii. 
Embarkation:  June  28,   1944. 

Served  in  Asiatic-Pacific  Theatre  of  Operations. 
Time  Served:   13  months,  16  days  overseas. 
Returned  to  States:  August  12,  1945. 
Discharged:  October  24,  1945. 


RICHARD  LINEBERRY 
Rank:  Sergeant. 

Branch  of  Service:  489th  Air  Service  Group,  9th  Air  Force. 
Entered  Service:  June  20,   1941, 

Battles:  Normandy,  Northern  France,  Rhineland,  Central 
Europe. 

Awarded:   European-African-Middle  Eastern  Campaign 
Ribbon,  Good  Conduct  Medal,  American  Defense  Ribbon, 
American  Campaign  Ribbon,  Victory  Medal,  5  Bronze  Ser- 
vice Stars,   1  Meritorious  Service  Plaque,   1  Service  Stripe, 
4  Overseas  Service  Bars. 
Time  Served:  4  years,  3  months,  21  days. 
Discharged:  October  7,  1945. 
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WILLIAM  THOMAS  LICHTENWALTER 
Rating:  Pharmacist's  Mate  First  Class. 
Branch  of  Service:  Navy. 
Enlisted:  August  10,  1942, 

Trained:  St.  Louis,  Missouri;  Great  Lakes,  Illinois;  Corpus 
Christi,  Texas;  Cannp  Lejeune,  North  Carolina;  New  River, 
North  Carolina. 
Vessel:  U.S.S.  Nevada. 
Discharged:  December  4,   1945. 
Address:   Toledo,  Illinois. 


DAVID  ALBERT  LICHTENWALTER 
Rating:  Yeoman  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  May  9,  1945. 
Trained:  Great  Lakes,  Illinois. 
Vessel:  U.S.S.  Jacon. 
Discharged:   July  1,    1946. 
Address:  Toledo,  Illinois. 


VERNON  HENRY  LIVINGSTON 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Navy. 
Enlisted:    February  l6,    1945. 
Trained:  Greit  Lakes,  Illinois. 
Vessels:   U.S.S.  ADM.  Hugh  Rodman; 
U.S.S.  Wiltsie. 
Discharged:  June  30,   1946. 
Address:  Route  §i,  Toledo,  Illinois. 


FRANK  LIVINGSTON 
Enlisted:  September  15.    1943. 
Branch  of  Service:  Navy. 

Trained:  Great  Lakes,  Illinois;  Treasure  Island,  California; 
Seattle,  Washington. 
Vessels:   U.S.S.  Stoddard  DD  566, 
Served  in  the  Aleutian  Islands  and  South  Pacific. 
Battles:  Kurile  Island,  Marshalls,  Schicki  Jima.  Okinawa, 
and  Third  Fleet  Operations  on  Japanese  Homeland,  Ryukyus. 
Awarded:  American  Theatre  Campaign  Ribbon,  Victory  Med- 
al, European-African-Middle  Eastern  Ribbon,  Asiatic-Pacific 
Theatre  Ribbon  w/3  Battle  Stars. 
Rating:  Seaman  First  Class. 
Discharged:   February  28.    1946.  Great  Lakes.  Illinois. 
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RALPH  A.  LOVE 
Rank;  Corporal. 

Branch  of  Service:  Squadron  L.,  6lOth 
Army  Air  Force  Base  Unit, 
Entered  Service:  July  23,  1942. 
Discharged:  October  20,  1945. 
Address:  Route   1,  Lerna,  Illinois. 


WILLIAM  THOMAS  LYONS 
Rating:  Water  Tender  Third  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  Decenriber  5,   1944. 

Trained:  Great  Lakes,  Illinois;  St.  Louis,  Missouri. 
Vessels:   U.S.S.  Lexington,  U.S.S.  Quincy. 
Discharged:   July  19,  1946. 
Address:   Toledo,  Illinois. 
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LA  VEARL  V.  LYONS 
Branch  of  Service:  Marine  Corps,  6th  Regiment,  2nd 
Division,  96th  Company. 
Enlisted:  April  24,  1918. 

Served  in  France,  Army  of  Occupation  Germany.  Wounded 
in  St.  Mihiel  Offensive.  With  French  Army  at  Champagne, 
fought  at  Meuse-Argonne. 
Discharged:  August  13,   1919. 


DALE  ORVAL  McCLELLAN 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  June  9.   1942, 

Trained:  Great  Lakes,  Illinois;  Diesel  School,  Urbana, 
Illinois;  Solomons,  Maryland;  Camp  Bradford,  Virginia. 
Vessels:  U.S.S  LST  ZZ\   U.S.S.  LST  263;  U.S.S.  LST  534; 
U.S.S.  LST  567. 

Discharged:  Decennber  30,    1945. 
Address:  Route  #2,  Neoga,  Illinois. 
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HARLEN  LEE  McELRAVY 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  August  20,   1942. 

Trained:  San  Diego,  California;  Landing  Craft  School,  Naval 
Hospital,  San  Diego,  California^   Landing  Craft  School,  San 
Bruno,  California;  Standard  Landing  Craft  Unit  30. 
Discharged:  January  4,   1945. 
Address:  Route  #1,  Greenup,  Illinois. 


ARTHUR  E.  McELRAVY 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Company  A.,  273rd  Infantry. 
Entered  Service:  January  16,  1942. 

Battles:  Northern  France,  Ardennes.  Rhineland,  Central 
Europe. 

Discharged:  September  22,   1945. 
Address:  Route   1,  Toledo,  Illinois. 
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VERNON  DALE  McELRAVY 
Rank:   Private  First  Class. 
Branch  of  Service:  Marines. 
Entered  Service:  April  26,  1944. 
Battles:  Iwo  Jima,  Volcano  Islands 
Discharged:  March  16,   1946. 
Address:   Toledo,  Illinois. 


LOREN  DEAN  MARKWELL 
Rating:   YeOman  Third  Class, 
Branch  of  Service:  Na\-y. 
Enlisted.  April  10,   1945. 
Trained.   Great  LakeS;  Illinois. 

Sent  to  Pearl  Harbor,  attached  to  Administrative  Command 
Minecraft,  U.  S.  Pacific  Fleet. 

Served  aboard  U.S.S.  Terror,  Cruiser  Minesweeper. 
Discharged:  July  31,   1946,  Shoemaker,  California. 
Enlisted  August    1.   1946  as  Yeoman  Second  Class  in 
United  States  Naval  Reserve. 


59 


/ 


\ 


DOROTHY  W.  MASSIE 
Rank;  Second  Lieutenant. 
Serial  Number:  790954. 

Branch  of  Service:  Army  Nurse  Corps,  3501st  Army 
Air  Force  Base  Unit,  Boca  Raton,  Florida. 
Entered  Service:  April  24,  1944. 
Discharged:  September  28,   1945. 


MILLARD  L.  MOSES 
Rank:  Corporal. 

Branch  of  Service:    14th  Company, 
Training  Regiment,  Fort  Benning,  Georgia, 
Entered  Service:   January  19,  1942. 
Discharged:  November  20,   1942. 


BENNY  R.  MATHENY 
Rank:   Private  First  Class. 

Branch  of  Service:   Battery  F.,    155th  AFN  Antiaircraft 
Battalion. 

Entered  Service:   December   15,   1942. 

Battles:  Sicilian,  Naples-Foggia,  Normandy,  Ardennes, 
Rhineland,  Central  Europe. 
Discharged:  September  21,   1945. 
Address:   Route  #2,  Greenup,  Illinois. 


LOUIS  GEORGE  METTENDORF 
Rank;  Technical  Sergeant. 
Entered  Service:  September  12,   1942. 
Branch  of  Service:    13th  Armored  Tank  Division, 
Trained:  Cannp  Beale,  California;  Fort  Knox,  Kentucky; 
Hawaiian  Islands. 

Battles:  Marshall  Islands,  Okinawa,  Leyte,  Luzon. 
Awarded:    5  Overseas  Bars,   1  Service  Stripe,  Asiatic-Pacific 
Campaign  Ribbon  w/3  Bronze  Battle  Stars,  Philippine  Liber- 
ation Ribbon  w/2  Bronze  Stars,  Good  Conduct  Medal,  Merit- 
orious Unit  Award. 
Discharged:  March  1,   1946;  Camp  Grant,  Illinois. 
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MORRIS  ALBERT  METTENDORF 
Rating:  Seaman  First  Class;  served  as  storekeeper. 
Branch  of  Service:  Navy. 

Entered  Service:  June  2.5,   1945;  Springfield,  Illinois. 
Trained:  Great  Lakes,  Illinois;  Shoemaker,  California. 
Discharged:  August  5,  1946;  Shoemaker.  California. 


LOUIS  JOSEPH  METTENDORF 
Entered  Service:  June  27,  1918;  Shelbyville.  Illinois, 
Branch  of  Service:  Army.  Quartermaster  Corps. 
Trained:  Camp  Taylor,  Kentucky. 
Discharged:  May  17,  1919;  Camp  Taylor,  Kentucky. 


GEORGE  E.  METZGER 
Rating:  Pharmacist's  Mate  Third  Class. 
Branch  of  Service:  Navy. 
Entered  Service:  December  Z9,   1942. 
Served  in  Pacific  Theatre. 

Remarks:    Has  been  awarded  the  Navy  Cross  for  extraordinary 
heroism  while  serving  with  a  Marine  assault  platoon  during 
the  Guam  invasion.  The  citation,  signed  by  Vice  Admiral  W. 
L.     Calhoun,   USN  Commander  South  Pacific  Area  and  Force, 
said  Metzger,  while  under  heavy  machine  gun  fire,  gave  first 
aid  and  administered  to  casualties  without  regard  for  his  own 
safety.  The  Neoga  sailor  wears  the  Purple  Heart  for  shrapnel 
wounds  received  in  the  same  action.  Also  awarded  two  battle 
stars  as  a  Marine. 


JOHN  H,  MOCK 
Rank:  Technical  Sergeant. 

Branch  of  Service:  Supply  Detachment  Service  Command 
Unit  1493,  Army. 

Entered  Service:  November  27,  1941, 

Battles:  Algeria,  French  Morocco,  Tunisian,  Rome-Arno, 
Naples- Foggia. 

Discharged:  September  4,   1945. 
Address:  Route   1,  Greenup,  Illinois. 
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PEARL  J.  MANRONEY 
Rank:  Private  First  Class, 
Branch  of  Service:  Women's  Army  Corps. 
Enlisted:  August  5,   1943. 
Discharged:  October  13.  1945. 
Address;  Hazel  Dell,  Illinois, 


ROY  CLIFFORD  MOODAY 
Rating;  Seaman  Second  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  January  9,  1945. 

Trained:  Lido  Beach,  Long  Island,  New  York;  San 
Bruno,  California;  St.  Louis,  Missouri;  Navy  Base  3002. 
Discharged:  February  15,  1946. 
Address:  Toledo,  Illinois. 


ROBERT  F.  MOODAY 
Rank:   Private  First  Class. 

Branch  of  Service:  576th  HM  Railway  Company, 
Entered  Service:  March  20,   1942. 

Battles:  Algeria,  French  Morocco,  Tunisian.  Sicilian, 
Normandy,  Northern  France,  Ardennes,  Rhineland. 
Awarded:   Presidential  Citation,  European-African-Middle 
Eastern  Ribbon  w/l  Silver  and  2  Bronze  Battle  Stars,  Bronze 
Service  Arrowhead,  6  Overseas  Service  Bars,  1  Service 
Stripe,  Good  Conduct  Medal,  Distinguished  Unit  Badge. 
Hospitalized  at  Nancy,  France. 
Discharged:  October  18,  1945. 
Address:  Route  #1,  Serna,  Illinois. 


BURNHAM  E.  NEAL 
Rank:  Aviation  Cadet. 

Branch  of  Service:    I  02nd  Cadet  Squadron,  Army 
Air  Force  CC,  SAACC,  San  Antonio,  Texas. 
Discharged:  May  8,   1943. 
Address:  Toledo,  Illinois. 
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GLEN  D.  NEAL 
Rank:   Private  First  Class, 
Branch  of  Service:  302nd  Army  Air  Force 
Base  Unit. 

Entered  Service:  March  14,  1944. 
Discharged:  October  18,  1945. 
Address:   Box  91,  Toledo,  Illinois. 


EDGAR  NEAL 
Rank:  Sergeant. 

Branch  of  Service;  27th  Aeronautics  Squadron,  Depot  Casual 
Detachment  A.  S. 
Enlisted:  April  24.    1917. 

Battles;   Faul  Sector,  Champagne-Marne  Defensive,  Aisen- 
Marne  Offensive,  St.  Mihiel  Offensive.  Verdun  Sector, 
Meuse-Argonne  Offensive. 
Discharged:   March   12.   1919, 
Address:  Toledo,  Illinois. 


FRED     E,  OAKLEY 
Rank    Corporal. 

Branch  of  Servicer  Squadron  A.,  2144th 
Army  Air  Force  Base  Unit. 
Discharged    June  21,   1945. 
Address;  Toledo,  Illinois. 


WALTER  E.  OAKLEY 
Rank:  Technician  Fourth  Grade, 

Branch  of  Service:    542nd  Engineers  Boat  and  Shore  Regiment. 
Entered  Service:   March  31,   1942. 

Battles:  Bisnnarck-Archipelago,  Southern  Philippines,  New 
Guinea. 

Discharged:  December  23,  1945. 
Address:   Toledo,  Illinois. 
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GRANT  H.  OVERMYER 
Rank     Corporal. 

Branch  of  Service:  Company  B.,    !68th  Infantry,  42nd 
Division. 

Enlisted:    May  S,   1917. 
Battles     BadonviUe,  St.  Mihiel  Sector. 
Discharged;   May  14,    1919. 
Address     Neoga,  Illinois. 


RALPH  L.  PEPPERDINE 
Rank:  Technician  Fifth  Grade. 
Entered  Service:   June  8,   1942. 

Branch  of  Service;   2012th  Air  Force  Ordnance. 
Served  in  African  and  Italian  Theatres. 
Awarded:  Good  Conduct  Medal,  Battle  Star  Italian 
Cannpaign,  European-African-Middle  Eastern 
Ribbon. 
Discharged:   January  10,   1945. 


MARION  E.  PATREM 
Rank:   Private  First  Class. 

Branch  of  Service:  Anti  Tank  Company,   112th  Infantry, 
Entered  Service:  August  12,   1943. 
Battles:   Rome-Arno,  North  Apennines,   Po  Valley. 
Discharged:  November   18,  1945. 
Address:  Janesville,  Illinois. 


FRED  B.  PETERS 
Rank:  Technician  Third  Grade. 
Branch  of  Service:  DMD  General  Hospital, 
Camp  Carson,  Colorado. 
Entered  Service:  April  15,  1942. 
Discharged:  May  1,   1945. 
Address:  Neoga,  Illinois. 
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LEONARD  PATREM 
No  Record 


JOHN  PATREM 
No  Record 


DONALD  T.  PHIPPS,  JR. 
Rank:  Private  First  Class. 

Branch  of  Service:  Headquarters  Company,  2nd  Battalion, 
1 12nd  Infantry. 

Entered  Service:   February  22,   1943. 
Battles:  Rhineland,  Ardennes,  Central  Europe. 
Discharged:  November  18,    1945. 
Address:   Toledo,  Illinois, 


MAX   PHIPPS 
Rank:  Sergeant. 
Serial  Number:    16030174. 

Branch  of  Service:  90th  Fighter  Squadron,  80th 
Fighter  Group,  Army  Air  Corps. 
Enlisted:  October   1,   1941. 
Discharged:  January  25,   1944. 
Address:  JanesviUe,  Illinois. 
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EDGAR  L.  RAY 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Navy. 
Enlisted:  October  13,   1942. 

Trained:  Glenview,  Illinois:  Norfolk,  Virginia;   Bermuda. 
Served  aboard  U.S.S.  Soley  DD707. 

Awarded:  Victory  Medal,  American  Area  Ribbon,  Good  Con- 
duct Medal,  Asiatic-Pacific    Theatre  Ribbon. 
Discharged:  December  10,    1945;  Great  Lakes,  Illinois. 


RODNEY  RALPH  REDFERN 
Rating:  Gunner's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  27,   1942. 

Trained:  Great  Lakes,  Illinois;  Norfolk,  Virginia;  Boston, 
Massachusetts;  Brooklyn,  New  York;  New  York  City,  New 
York. 

Vessels:  U.S.S.  Buck,  U.S.S.  Mackenzie,  U.S.S.  Boyle. 
Served  in  European  and  Pacific  Theatre  of  Operations, 
Discharged:   December  14,  1945;  St.  Louis,  Missouri. 
Address:   Toledo,  Illinois. 


CALVIN  REYNOLDS 
Serial  Number:    36622068. 

Branch  of  Service:    152nd  Infantry  Division, 
Company  A. 

Served  on  Luzon  in  Pacific. 
Awarded:  Combat  Infantry  Badge. 


CHARLES  E.  ROBERTS 
Rank:  Sergeant. 

Branch  of  Service:   Battalion  Fas.  Detachment. 
Entered  Service;   December  28,   1944. 
Discharged:  September  30,  1946. 
Address:  Toledo,  Illinois. 
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MAX  ROBERTS 
Entered  Service:  January  9,   1946. 
Stationed  in  Guam. 
Served  I6  months  overseas. 
Discharged:  November  1947. 


EURIS  R.  ROBERTS 
Rank:  Private. 

Branch  of  Service:  Army  Ground  Forces 
Replacement  Depot  2. 
Entered  Service:  May  5,  1945, 
Discharged:  November  30,  1945. 
Address:  Box  14,  Jewett,  Illinois. 
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Rank:  Technician  Fi£th  Grade. 

Branch  of  Service:  l629th  Engineers  Construction  Battalion. 

Entered  Service:  March  14,   1944. 

Served  in  Luzon,  Philippines,  Asiatic-Pacific  Area,  American 

Theatre,  Japanese  Army  of  Occupation. 

Discharged:   June  28.   1946. 

Address:  Greenup,  Illinois. 


RALPH  HARVEY  ROBERTS 
Rating:  Coxswain. 

Branch  of  Service:  Naval  Reserve. 
Entered  Service:  April  26,  1944. 

Trained:  Great  Lakes,  Illinois:  Fort  Pierce,  Florida. 
Served  aboard    U.S.S.  Shoshone. 
Discharged:  Decennber   17,   1945. 
Address:  Toledo,  Illinois. 
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JOHN  K.  ROBERTS 
Rank:  Staff  Sergeant. 

Enlisted:  December  Z,   1942;  Mattoon,  Illinois. 
Branch  of  Service:  Army,  Air  Corps. 

Trained:  Camp  Grant,  Illinois;  Miami  Beach,  Florida;  Truax 
Field,  Madison,  Wisconsin;  Barksdale  Field,  Louisiana; 
Walterboro,  South  Carolina;  Camp  Miles  Standish, 
Massachusetts. 

Embarkation:  November  5,   1943. 
Served  in  England  and  France. 
Returned  to  States:  September  2,    1945. 
Re-enlisted  at  Chanute  Field,  Illinois  December  8.  194S. 


MAC  R.  ROBERTS 
Rank:  Staff  Sergeant. 

Branch  of  Service:  8th  Air  Force,  3rd  Division  Command, 
4th  Wing,  447th  Group,  709th  Squadron. 
Entered  Service:  October  20,  1943. 

Battles;  Naples-Foggia,  Rorne-Arno,  Ardennes,  Rhineland. 
Awarded:  European-African- Middle  Eastern  Ribbon  w/4 
Bronze  Battle  Stars,   I  Overseas  Service  Bar,  Air  Medal  w/4 
Bronze  Oak  Leaf  Clusters,  Purple  Heart. 
Discharged:  September  6,  1945. 
Address:   Box  231,  Greenup,  Illinois. 


DON  ROBERTS 
Entered  Service:  September  1941. 
Served  in  Pacific  Theatre. 
Awarded:  3  Battle  SUrs,  7  Overseas  Bars. 

Discharged:  September  1945.. 


BERLIN  C.  RODEBAUGH 
Rank:  Technician  Third  Grade. 

Branch  of  Service:   3577th  Quartermaster  Truck  Company. 
Entered  Service:  March  20,   1942. 

Battles:  Northern  France,  Ardennes,  Rhineland,  Central 
Europe. 

Awarded:  American  Campaign  Ribbon,  European-African- 
Middle  Eastern  Ribbon  w/4  Bronze  Battle  Stars.  Good  Con- 
duct Medal,  Medal  Merit  Unit  Award,  Victory  Medal,   1 
Service  Stripe,  2  Overseas  Bars. 

Time  Served:    I  year,  4  months,   13  days  in  Foreign  Service; 
2  years,  4  months,    1  1   days  in  Continental  Service. 
Discharged:  December  13,   1945. 
Address:  Route  #2,  Greenup,  Illinois, 
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CHANCEY  J.  RITCHEY 
Rank:  Private  First  Class. 

Branch  of  Service:  988th  Air  Battalion,  Air  Engineers 
Squadron,  550th  Air  Service  Group. 
Entered  Service:   February  27,  1945. 
Discharged:  December  10,   1946. 
Address:  Jewett,  Illinois. 


KENNETH  WAYNE  ROAN 
Rating:  Seaman  Second  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:  November  24,    1944. 

Trained:  Great  Lakes,  Illinois;  Newport,  Rhode  Island. 
Vessel:  U.S.S.  Columbus  -  C.A.  74. 

Awarded:   Victory  Medal,  American  Area  Ribbon.  Asiatic- 
Pacific  Theatre  Ribbon. 
Discharged:  July  9,   1946. 
Address:  Route  #3,  Greenup,  Illinois. 


BILLIE  DEAN  ROAN 
Rating:  Storekeeper  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  May  13,   1943. 

Trained:  Great  Lakes,  Illinois;   USNRB  Navy  135;  United 
States  Naval  Base,  Navy  134;  USNSD  Navy  3149. 
Vessel:   U.S.S.  lowa  BB  61. 

Awarded:  Asiatic-Pacific  Theatre  Ribbon,  American  Area 
Ribbon,  Victory  Medal,  Philippine  Liberation  Ribbon. 
Discharged:  April  25,  1946. 
Address:  Route  #3,  Greenup,  Illinois. 


GLEN  RUFFNER,  JR. 
Rank:  Lieutenant  Colonel. 

branch  of  Service:   Headquarters  13th  Port,  Signal  Corps. 
Entered  Service:  January  30,  1945. 
Battles:  Normandy,  Northern  France,  Rhineland. 
Awarded:   Bronze  for  Battle  of  the  Bulge,  Decoration  from 
King  of  Belgium. 
Discharged:   February  15,   1946. 
Address:  Greenup,  Illinois. 


69 


CHESTER  A.  RUSSELL 
Entered  Service:  May  12,  1942;  Camp  Grant,  Illinois. 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  9222nd  TSU-TC  Headquarters  Detachment, 
Ships  Company. 

Trained:  Fort  Warren,  Wyoming  under  the  Quarternnaster 
Corps;  Stockton,  California;  Aberdeen  Proving  Grounds, 
Maryland;  Boston,  Massachusetts. 
Assigned  to  troop  carrier  U.S.S,  James  Barbour. 
Battles:    Belgium,  Italy,  France,  Oran,  Algiers. 
Awarded:  American  Campaign  Ribbon,  European- African- 
Middle  Eastern  Ribbon,  Good  Conduct  Medal,   1  Service 
Stripe,   1  Overseas  Service  Bar. 
Discharged:  March  22,   1946. 
Address:  Neoga,  Illinois. 


HOMER  E.  RUSSELL 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  M.,   I63rd  Regiment,  41st 
Division. 

Entered  Service:  February  16,   1945, 
Trained:  Fort  Knox,  Kentucky, 
Served  overseas  as  Tank  Crew  Member. 

Awarded:  Asiatic-Pacific  Theatre  Ribbon,  Victory  Medal. 
Discharged:  January  21,  1946. 
Address:  Neoga,  Illinois. 


EVERETT  G.  RYAN 
Rank:   Private, 

Branch  of  Service:  Company  E.,  37th  Infantry. 
Regular  Arnny. 
Enlisted:   May  24,   1918. 
Discharged:  September  3,   1919. 
Address:  Greenup,  Illinois. 


FARRELL  L.  SACCO 
Rank:   Private  First  Class. 

Branch  of  Service:  3196th  Signal  Service  Company. 
Entered  Service:  November  9,  1944. 
Discharged:  May  30,   1946. 
Address:  Route  #1,  Greenup,  Illinois. 
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FRANKLIN  H.  SAPPINGTON 
Rank:  Private. 

Branch  of  Service:  Company  D,,    133rd  Infantry. 
Entered  Service:  December  15,   1942. 
Discharged:  June  23,  1943. 
Address:  Greenup,  Illinois. 


EARL  F.  SCALES 
Rank:  Corporal. 

Branch  of  Service:  Chemical  Warfare  Service. 
Entered  Service:  August  25,   1942;  Camp  Grant,  Illinois. 
Trained:  Infantry,  Camp  Robinson,  Arkansas. 
Served  at  Hickam  Field,  Hawaii, 

Awarded:  Victory  Medal.  Asiatic-Pacific  Theatre  Ribbon, 
5  Overseas  Service  Bars,  1  Service  Stripe,  Good  Conduct 
Medal. 

Continental  Service:  3  months,  5  days;  Foreign  Service:  2 
years,   10  months,  23  days. 

Discharged:  November  5,   1945;  Fort  Sheridan,  Illinois. 
Address:  Route  1,  Toledo,  Illinois. 


CHAS.  H.  SEELEY 
Rank:   Private  First  Class. 

Branch  of  Service:  Headquarters  Company,   I  0th  Infantry, 
1  4th  Division. 

Entered  Service:   May  28,   1918;  Fort  Thomas,  Kentucky. 
Discharged;   January  18,  1919;  Camp  Custer,  Michigan. 
Address:  Toledo,  Illinois. 


WILLARD  DANIEL  SEELEY 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service;   December  15,   1943. 

Trained:  Great  Lakes,  Illinois;  Camp  Bradford,  Virginia. 
Served  aboard  U.S.S.  LST  662. 

Battles:   Palau  Island,   Philippines,  Bataan,  Mindora,  le 
Shima,  Okinawa, 

Awarded:  American  Defense  Ribbon,  Asiatic-Pacific  Theatre 
Ribbon,  Philippine  Liberation  Ribbon  w/l  Star,  Victory 
Medal. 

Discharged:  January  3,   1946. 
Address:  Route  #2,  Toledo,  Illinois. 
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CHESTER  SEDGWICK 
Rank:   Private. 

Branch  of  Service:   524th  Motor  Transport 
Corps,  424th  Train. 
Entered  Service:  June   13,  1918. 
Served  with  American  Expeditionary  Forces 
in  France. 

Discharged:  August  30,    1919. 
Address:  Greenup,  Illinois. 


RICHARD  W.  SHADLEY 
Rank:  Staff  Sergeant. 

Branch  of  Service:    1848  Service  Connmand  Unit. 
Battles;  Tunisian,  Rome-Arno,  Naples-Foggia. 
Discharged:  September  7,  1945. 
Address:  Greenup,  Illinois, 


ROSCOE  D.  SHEPHERD 
Entered  Service:  March  18,   1941. 

Branch  of  Service:   Connpany  D.,  83rd  Infantry  Training 
Battalion. 

Trained:  Camp  Roberts,  California;  San  Luis  Obispo, 
California;  Rochester,  Washington;  San  Diego,  California; 
Los  Angeles,  California;  attached  to  Company  D.,   115th 
Medical  Battalion  (Hospital  Corps);  Fort  Lewis,  Washington; 
Camp  Stoneman,  California. 
Embarkation:  September  3,  1942. 

Served  in  Hawaii,  Island  of  Kauai,  Oahu,  Guadalcanal,  New 
Britain,  Manus  Island,  Admiralties,  Lingayen  Gulf,  Luzon, 
Philippines,  Leyte. 

Returned  to  States:  September  27,   1945. 
Discharged:  October  6,   1945;  Jefferson  Barracks,  Missouri. 


WILLIAM  B.  SHIELDS 
Rank:  Technical  Sergeant. 

Branch  of  Service:  Squadron  A9  3505th  Army  Air  Force 
Base  Unit. 

Enlisted:  April  23,    1942. 

Battles:  Northern  France,  Italian,  Balkans,  Germany,  South 
France,  North  Apennines, 
Discharged:  September  21,    1945. 
Address:  R.F.D.  #2,  Toledo,  Illinois. 
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L.  M.  SMITH 
Entered  Service:  September  17,  1917. 

Branch  of  Service:   Company  C.,  345th  Infantry,  87th  Div 
is  ion. 

Served  with  American  Expeditionary  Forces  in  France. 
Received  the  Gold  Bar. 
Discharged:  Camp  Pike,  Arkansas,  October  ^I,    1919. 


LELAND  P.  SMITH 
Rank:  Major. 

Entered  Service:    July  4,   1941. 
Trained:  Jefferson  Barracks,  Missouri; 
Sheppard  Field,  Texas, 
Served  in  Munich,  Germany. 


EARL  SNEARLEY,  JR. 
Rank:  Platoon  Sergeant. 
Branch  of  Service:  Marine  Corps. 
Entered  Service:  November  21,  1942. 
Discharged:  August  30,  1946. 
Address:  Greenup,  Illinois. 


BILLY  BREWER  SNODGRASS 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  June  24,   1944.  > 

Trained:  Great  Lakes,  Illinois;  New  Orleans,  Louisiana. 
Vessels:  SS  AM-Merchant  Marine,  SS  Henry  S.  Lane,  SS 
Bocony  Vcuum,  SS  Israel  Tutman,  SS  Kirby  Snnith. 
Discharged:   May  23,   1946. 
Address:   Toledo,  Illinois. 
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JOHNNIE  O.  SOWERS 
Rank;   Private  First  Class. 

Branch  of  Service:  Troop  B.,  18th  Cavalry,  Reconnaissance 
Squadron, 

Entered  Service:   June  30,  1944. 
Trained:  Camp  Wheeler,  Georgia. 

Battles:  Ardennes,  Rhineland,  Central  Europe,  Battle  of  the 
Bulge. 

Wounded  in  Action  February  13,  1945. 

Awarded:   Purple  Heart,  Connbat  Infantry  Badge,  American 
Theatre  Ribbon,  Good  Conduct  Medal,  European-African- 
Middle  Eastern  Ribbon  w/3  Bronze  Stars, 
Discharged:    Fort  Sam  Houston,  Texas;  January  10,   1946. 
Address:  Route  #3,  Toledo,  Illinois. 


CHARLES  D.  SPARKS 
Rank:  Corporal. 

Entered  Service:   December  31,   1941. 

Branch  of  Service:  Squadron  E.,  107th  Army  Air  Force  Base 
Unit, 

Trained:  Jefferson  Barracks,  Missouri;  Curtis  Wright 
Technical  Institute,  Glendale,  California;  Santa  Monica, 
California. 

Embarkation:  December  7,   1942;  San  Francisco,  California. 
Served  in  Pearl  Harbor,  New  Zealand,   Bombay,  India,  Burma. 
Awarded:  Asiatic- Pacific  Theatre  Ribbon. 
Discharged:  September  25,   1945;  Fort  George  Wright, 
Washington. 
Address:   Box  194,  Toledo,  Illinois. 


JOE  R.  STOUT 
Rank:   Private. 

Entered  Service:  August  7,  1945. 

Branch  of  Service:   Battery  B,,    I  33rd  Antiaircraft  Artillery 
Gun  Battalion. 

Trained:  Camp  Fannin,  Te^cas:  Camp  Pickett,  Virginia;  Camp 
Kilmer,  New  Jersey. 

Vessels:   U.S.S.  General  Brooks;  SS  Elgin  Victory  Ship. 
Served  in  Northern  Germany. 

Awarded:  Expert  Rifleman  Medal,  Good  Conduct  Medal, 
Overseas  Ribbon,  Army  Patch  for  7th  Army. 
Discharged:  July  7,   1946;  Camp  McCoy,  Wisconsin. 
Address:  Route  ttl,  Mattoon,  Illinois, 


PAUL  L.  STRATER 
Rank:  Staff  Sergeant. 

Branch  of  Service:   3701st  Army  Air  Force  Base  Unit. 
Enlisted:  March  12,   1941. 
Discharged:  October  27,   1945. 

Present  Occupation:  Army  Air  Force  -  stationed  at 
March  Field,  California. 
Address:   Box  163,  Toledo,  Illinois, 
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HARVEY  E.  STRATER 
Serial  Number:  4723790. 
Rank:   Private. 

Entered  Service:  September  5,  1918. 
Branch  of  Service:  Quartermaster  Corps. 
Discharged:  June   10,   1919. 
Present  Occupation:   Trucker, 
Address:  Toledo,  Illinois. 


RALPH  SWIKAD 
No  Record 


LESTER  D.  TAGGART 
Enlisted:  March  3,   1942;  Toledo,  Illinois. 
Battles:  Iwo  Jima,  Air  Offensive  Japan. 
Awarded:  American  Campaign  Ribbon,  Asiatic-Pacific 
Campaign  Ribbon,  Good  Conduct  Medal,  Victory  Medal,  Two 
Battle  Stars. 
Discharged:  December  20,  1942;  Fort  McArthur,  California. 


FRANK  F.  THROSTLE 
Rank:  Private. 

Branch  of  Service:  3252nd  Ordnance  Base  Depot  Company. 
Entered  Service:  January  15,  1942. 

Battles:  European-African-Middle  Eastern  Campaigns. 
Discharged:  June  24,  1944. 
Address:  Jewett,  Illinois. 
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OWEN  E.  TITUS 
Rank:  Sergeant. 

Enlisted:  July  31,   1917;  Jefferson  Barracks,  Missouri. 
Branch  of  Service:  483rd  Aeronautics  Squadron. 
Trained:  Kelly  Field,  Texas. 

Sailed  from  Newport  News,  Virginia,  arriving  at  St.  Nazier, 
France,  March  Zl,   1918.  Stationed  at  Romorantin,  Loir  et 
Cher. 

Sailed  from  France  on  U.S.S,  Vermont,  January  24,   1919. 
Discharged:  February  28,  1919;  Camp  Taylor,  Kentucky. 


DOC  TITUS 
No  Record 


CLARENCE  EUGENE  TITUS 
No  Record 


HAROLD  TITUS 
No  Record 
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RUSSELL  TITUS 
No  Record 


ARTHUR  J.  TITUS 
Rank:  Corporal. 

Branch  of  Service:  Army,  DEML. 
Entered  Service:  April  25,  1941. 
Awarded:  Asiatic- Pacific  Theatre  Ribbon, 
6  Overseas  Bars. 
Discharged:  September  7,  1945. 


LUKE  A.  TIPPETT 
Rank:  Private  First  Class. 
Entered  Service:  November  30,   1942. 

Branch  of  Service:    1560th  Service  Command  Unit,  37th 
Infantry  Regiment.    106th  Infantry  Detached  Service,  39th 
Coast  Artillery.  Antiaircraft  Artillery  Brigade,  773rd 
Gunner's  Battalion. 
Discharged:  September   15,   1945. 
Address:  Toledo.  Illinois. 


GEORGE  TROSTLE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  490th  Engineers  Equipment  Company. 
Entered  Service:  January  26,  1942. 
Battles:  Southern  Philippines,  New  Guinea. 
Discharged:  January  7,   1946. 
Address:  c/o  Mrs.  George  Trostle,  Jewett,  Illinois. 
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LFLAND  D.    TROXEL 
Rank:   Private  First  Class. 
Branch  of  Service.    1095th  Engineers 
Utilities  Detachment, 
Entered  Service:  March  20,    1942. 
Discharged:  Novennber   17,   1945. 
Address:  Route   1,  Montrose,  Illinois. 


CLARENCE   UNDERWOOD 
Rank:  Sergeant. 

Branch  of  Service:   500th  Service  Command  Unit,  Quarter- 
nnaster  Section,  Fort  Mears,  Alaska. 
Entered  Service:  December  14,   1943. 

Trained:   Camp  Beale,  California;  Fort  Lawton,  Washington. 
Awarded:   Victory  Medal,  Asiatic-Pacific  Theatre  Ribbon, 
Good  Coiduct  Medal. 

Time  Served:  2  years,  4  months,  19  days. 
Discharged:  May  2,    1946. 
Address:  Greenup,  Illinois. 


WALTER  K,  VAN  5CYOG 
Rating  Aviation  Cadet. 

Branch  of  Service:   Headquarters  and  Headquarters 
Squadron,  69th  Teft.  Group  FAAF. 
Enlisted:  October  12,  1942. 
Discharged;  March  11.   1944. 
Address:   Toledo,  Illinois. 


BENNIE  VAN  SCYOC 
Rank:   Private, 

Branch  of  Service:  Company  D.,  57th  Infantry 
Training  Battalion,   12th  Infantry  Training  Regiment. 
Entered  Service:  July  7.   1943. 
Discharged:  December  30,  1943. 
Address:  Route  #2,  Neoga,  Illinois. 
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GEORGE  F,  WELSHIMER 
Rank:  Sergeant. 

Entered  Service:  April  15,   1942;  Scott  Field,  Illinois. 
Branch  of  Service:   Headquarters   1st  AACS  Wing, 
Love  Field,  Texas. 
Trained:   Fort  Robinson,  Arkansas. 
Battles:  Aleutian  Islands. 
Served  18  months  in  Alaska. 
Retdrned  to  States:    February  11  ,   1945. 
Discharged:  August  3,   1945. 
Address:  Neoga,  Illinois. 
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GENE  WHITE 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   3rd  Armored  Division.  8th  Air  Fort  *-. 
Entered  Service:  June    15,   1941;  Chicago,  Illinois. 
Trained:  Camp  Polk,  Louisiana;   Mojave  Desert,  C;iliforni: 
Camp  Barkeley,  Texas. 

Served  in  European  Theatre  of  Operations. 
Discharged:  December  11,   1945. 
Address:  Neoga,  Illinois. 


LELAND  E.  WHITE 
Rating:  Chief  Hospitalman. 
Entered  Service;  September   11,   1939. 
Branch  of  Service:  Navy. 
Served  on  U.S.S.  Requin  {SSR  481). 
Still  in  Navy. 


RICHARD  H.  WHITE 
Rank:  Corporal. 

Branch  of  Service:  Headquarters  and  Base  Service 
Squadron,   28th  Air  Service   Group. 
Entered  Service:  July  27,   1942. 
Discharged:  December  30,   1945. 
Address:  Toledo,  Illinois. 
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LOUIS  B.   WHITE 
Rank:    Private. 

Branch  of  Service:  Company  D.,   347th  Machine 
Gun  Battalion. 

Enlisted:  February  ZZ,   1918. 
Battles:   Ypres-dys  Offensive. 
Discharged:  May  7,  1919. 


NORMAN  WHITE 
Rank:  Sergeant. 
Entered  Service:   May,   1941, 
Branch  of  Service:  Squadron  E., 
Army  Air  Force. 
Discharged:    1945. 


LEWIS  R.  WICKE 
Serial  Number:   16124992, 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Army,  Battery  C,  4220th  R.K.T.  Field 
Artillery  Battalion. 

Enlisted:  September  10,   1942;  Chicago,  Illinois. 
Embarkation:  June   1,  1945, 
Served  in  Asiatic-Pacific  Theatre. 
Returned  to  States:  February  7,   1946. 

Awarded:  Marksmanship  Badges:  Rifle  SS  and  Carbine  SS; 
Good  Conduct  Medal,  Asiatic-Pacific  Theatre  Ribbon,  Victory 
Medal,  American  Theatre  Campaign  Ribbon,  One  Overseas 
Service  Bar,  Philippine  Liberation  Ribbon. 

Re-enlisted  July  24,  1948,  Sent  to  Fort  Knox,  Kentucky;  Fort 
Monmouth,  New  Jersey;  Camp  Wallace,  Texas;  San  Diego, 
California;  Fort  Sill,  Oklahonna;  San  Francisco,  California. 


JOE  M.  WILEY 
Entered  Service:  October,  1942. 
Branch  of  Service:  96th  Infantry  Division, 
3rd  Air  Force. 
Discharged:  November,  1945. 
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KENNETH  R.  WILLIAMS 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Headquarters  Company,  20th  Tank  Des- 
troyer Group, 

Entered  Service:  August  25,   1942. 
Served  in  European  Theatre  of  Operations. 
Battles:  Rhineland,  Central  Europe. 

Awarded:  American  Campaign  Ribbon,  European-African- 
Middle  Eastern  Ribbon  w/Z  Bronze  Battle  Stars,  Good  Con- 
duct Medal,  Victory  Medal,  Occupation  Medal. 
Discharged:  December  7,   1945, 
Address:  Route  #3,  Casey,  Illinois. 
Re-enlisted  in  Hospital  Corps  -  Sergeant. 


BENJAMIN  C.  WILLIS 
Rank:  Corporal. 

Branch  of  Service:   Headquarters  Detachment, 
l60th  Regiment  of  Engineers,  Army. 
Enlisted:  June  24,   1918. 
Discharged:  April  2,   1921. 
Address:  Toledo,  Illinois, 


CHARLES  F.  WILSON 
Enlisted:  May  9,  1918;  Toledo,  Illinois. 

Trained:  Fort  Thomas,  Kentucky;  served  in  Company  G., 
54th  Infantry;  transferred  to  Company  G.,  6th  Annmunitioa 
Train  as  Wagoner  at  Camp  Wadsworth,  South  Carolina. 
Embarkation:  July  14,  1918  from  New  York. 
Landed  at  Liverpool,  England,  crossed  the  English  Channel, 
served  in  Defensive  Sectors,  entered  the  Meuse-Argonne 
Sector. 

Served  in  Army  of  Occupation  in  France. 
Discharged:  July  1,  1919;  Camp  Grant,  Illinois. 


LESTER  H.  WILSON 
Entered  Service:  October  14,  1918. 
Served  at  Vancouver  Barracks,  2nd  Provisional 
Regiment,    1  I  3th  Company  Squadron. 

Discharged:  February  4,  1919;  Camp  Grant,  Illinois. 
Address:  Toledo,  Illinois. 
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WALLACE  N.  WILSON 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  69th  Headquarters  and  Headquarters 
Quartermaster  Base  Unit. 

Entered  Service:  August  25,    1942;  Camp  Grant,  Illinois, 
Trained:  Camp  McCoy,  Wisconsin. 
Embarkation:  June   1 6,   1944, 

Battles:  Southern  France,  Rhineland,  Central  Europe. 
Awarded:   3  Overseas  Bars,    1  Service  Stripe,  American 
Cannpaign  Ribbon,  European-African-Middle  Eastern  Ribbon 
w/3  Bronze  Battle  Stars,  Good  Conduct  Medal,  Victory  Medal. 
Returned  to  States:  December  28,  1945. 
Discharged:  December  7,  1945, 
Address:  Route  #3,  Casey,  Illinois. 


WILLIAM  L.  WINNETT 
Rank:  Corporal. 

Branch  of  Service:  Company  H.,  23rd  Infantry. 
Entered  Service:  August  7,   1944. 
Trained:   Camp  Blanding,  Florida. 
Served  in  European  Theatre  of  Operations. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  December  5,    1945. 
Address:  Greenup,  Illinois. 


CHARLES  EMIL  WOOLLEN 
Rating;  Baker  First  Class. 
Branch  of  Ser\'ice:  Naval  Reserve. 
Enlisted:  February  6,   1942. 

Trained:  Great  Lakes,  Illinois;  Waipio  Amp. 
Operating  Base,  Kamaole  ATB. 
Vessel:   U.S.S.  Menard. 
Discharged:  November  4,   1945, 
Address:   Toledo,  Illinois. 


HENRY  T,  WOOLLEN 
Rank:  Technician  Fourth  Grade, 

Branch  of  Service:  6l4th  Engineers  Base  Equipnnent 
Company. 

Entered  Service:  May  5,   1945, 
Trained:  Fort  Lewis,  Washington. 
Served  with  Army  of  Occupation  in  Germany, 
Discharged:  July  11,  1946. 
Af'-ress;  Toledo,  Illinois. 
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GLENN  L.  WRIGHT 
Date  of  Birth:  October  5,   1923;  Trilla,  Illinois. 
Serial  Number;   36735939. 
Rank:  Technical  Sergeant. 

Branch  of  Service:  Company  D.,  80th  Training  Battalion. 
Entered  Service:  February  27,   1943;  Camp  Grant,  Illinois. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Prisoner  of  War  in  Germany  5^  months. 

Discharged:  November  3,   1945;  Camp  Roberts,  California. 
Address:  Neoga,  Illinois. 


WARREN  R.  YOUNG 
Rank:  Corporal. 

Branch  of  Service:   3706th  Army  Air 
Force  Base  Unit. 
Enlisted:   October  25,   1943. 
Discharged:  October  30.    1945. 
Address:  Route   !,  Neoga,  Illinois. 


HENRY  M.  ADAMSON 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  A.,  566th  Signal  Air  Wing 
Battalion. 

Entered  Service:  January  29,  1943. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe,  Air  Offensive  Europe. 
Discharged:  November  20,   1945. 
Address:  Greenup,  Illinois. 


JODA  ALLEN 
Rank:  Private. 

Branch  of  Service:   Headquarters  Company, 
10th  N.  S.  Infantry, 
Entered  Service:  May  28,    1918. 
Discharged:  Novennber  21,   1918. 
Home  Address:  Toledo,  Illinois. 


HENRY  D.  ADKINS 
Rank:  Private*First  Class. 

Branch  of  Service:  Medical  Department,  Base 
Hospital  HZ,  Army. 

Entered  Service;  September  19,   1917. 
Served  overseas  in  France. 
Discharged:   February  24,    1919, 
Address;   Toledo,  Illinois. 
Deceased. 


THEODORE  ALSON 
Rank:   Technical  Sergeant. 
Branch  of  Service:  2868th  Engineering 
Utility  Detachment. 
Entered  Service:   May  29,   1943. 
Battles:  Southern  Philippines. 
Discharged:  September  13,   1945. 
Address:  Greenup,  Illinois, 


GEORGE  E.  ALESHIRE 
Rank:   Technician  Fourth  Grade. 

Branch  of  Service:  Company  C,  729th  Railroad  Operating 
Battalion. 

Entered  Service:  August  25,  1942. 

Battles:  Normandy,  Northern  France;  Rhineland,  Central 
Europe. 

Discharged:  November  23,   1945. 
Address:  Route  #2,  Montrose,  Illinois. 


GEORGE  E.  ANDERSON 
Rank:  Private, 

Branch  of  Service:   Headquarters  Detachment, 
Service  Command    Unit  751,  Army. 
Entered  Service:  December  14,   1943. 
Discharged:  September  15,   1944. 
Address:  Greenup,  Illinois. 


PAUL  D.  ALLEMANG 
Rank:  Sergeant. 

Branch  of  Service:  Training  Connpany,  7th  Cavalry. 
Entered  Service:   March  20,   1942. 

Battles:   New  Guinea,  Bismarck-Archipelago,  Luzon,  South 
Philippines, 

Discharged:  October  7,  1945. 
Address:   Route  #2,  Neoga,  Illinois. 


DONALD  ROBERT  ANTRIM 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  August  13.  1943. 
Trained:  Great  Lakes,  Illinois. 
Vessels:   U.S.S.  Balch  (DD  363); 
U.S.S.  Sibley  (APA  206). 
Discharged:   March  14,   1946. 
Address:  Route   1,  Trilla,  Illinois. 
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JAMES  L.  ANTRIM 
Rank:  Technician  Fourth  Grade. 
Branch  of  Service:    l64th  Signal  Photo  Company, 
Redesignated  2274  S  1  G. 
Entered  Service;   February  23,   1942. 
Battles:   India,   Burma,  Central  Burma  China. 
Discharged:  November  9,   1945, 
Address:  Route  3^  Effingham,  Illinois. 


VIRGIL  C.  ARMER 
Rank:   Private  First  Class, 

Branch  of  Service:    309th  Sanitary  Train  F.  H.  336. 
Entered  Service;  September   19,   1917. 
Served  with  American  Expeditionary  Forces. 
Discharged:  May  15,   1919. 
Address:  Toledo,  Illinois. 


ORVILLE  A.  ANTRIM 
Rank;    Private  First  Class. 

Branch  of  Service:  86lst  Air  Engineers  Squadron,  43Sth 
Enlisted:  October   1,    1940. 

Battles:  Normandy,  Northern  France,  Rhineland, 
Discharged:   November  7,  1945. 
Address:  Route  (K 1 .  Trilla,  Illinois. 


CHARLES  HENRY  ARMER 
Rating:  Aviation  Machinist's  Mate  Second  Class. 
Enlisted:  November  7,  1942. 

Trained:  Great  Lakes,  Illinois;  Advance  Base,  Norfolk, 
Virginia;  Fort  Lauderdale,  Florida;   Pearl  Harbor;  Ford 
Island;  Naval   Air  Station,  Barbers  Point,  Hawaii. 
Discharged:  November  26,  1945. 
Address:  Jewett,  Illinois. 


WILLIAM  T.  ANTRIM 
Rank:   Technician  Fifth  Grade. 

Branch  of  Service:   Battery  D.,  Z  1  5th  Antiaircraft 
Artillery  Air  Wing  {G)  Battalion.. 
Entered  Service:  September  18,   1942. 
Battle:  Sicilian. 

Discharged:  November  9,  1945. 
Address:  Route  1,  Trilla,  Illinois. 


GROVER  BAICHLEY 
Rank:    First  Lieutenant. 

Branch  of  Service;  Company  4,   1  1th  Provisional 
Training  Regiment. 
En:. sled:    May   12,    1917. 
Discharged.  August   14,   1917. 
Address:    Toledo,  Illinois. 


IRA  RAY  ARIENS 
Rank:  Wagoner. 

Branch  of  Service:    Base  Hospital  #  1  1 1 . 
Entered  Service:  September  19,   1917. 
Served  with  American  Expeditionary  Forces, 
Discharged:   July  2,   1919. 
Address:  Toledo,  Illinois. 


HERSEHEL  W.  ARIENS 
Rank:   Technical  Sergeant. 

Branch  of  Service;   8th  Combat  Cargo  Squadron,  2nd  Con 
Group,  54th  Troop  Carrier  Wing, 
Enlisted:  September   18,    1942. 

Battles:  Southern  Philippines,  Western  Pacific,  Luzon, 
Bismarck-Archipelago,  New  Guinea. 
Discharged:   December  24,   1945, 
Address:  R.F.D.  #2.  Toledo.  Illinois. 


EARL  C.  BAKER 
Rank:  Corporal, 

Branch  of  Service     I6l5th  Service  Command  Unit,  Northern 
Branch.   U.  S.  D.  B.  Guard  Company,  Milwaukee,  Wisconsin. 
Entered  Service.   April    15,    1942. 
Battles     India   Burma  Campaign,  Central  Burma, 
Discharged     October  3,   1945. 
Address:  Segil,  Illinois. 


ROBERT  M.   BAKER 
Rank:  Corporal. 

Branch  of  Service;    Headquarters  Battery,  44Ist  Coast 
Artillf  ry  Battalion. 
Entered  Service:   June  8,    1942. 

Battle':;-  Sicily,  Naples- Foggia,  Rome-Arno,  Southern 
France,  Rhineland,  Central  Europe. 
Discharged    October  28,   1945. 
Address     Segil,   Illinois. 


OTTO  LELAND  ARIENS 
Rating:  Chief  Radioman. 
Branch  of  Service:  Navy. 
Enlisted:  May  26,    1942. 

Trained:  Great  Lakes,  Illinois;  Miami,  Florida;  Oxford, 
University;  Noroton  Heights,  Commander  Pool  School. 
Vessels:  U.S.S.  SC;  U.S.S.  Tattnall, 
Discharged:  December  10,  1945, 
Address:  901  South  17th  Street,  Mattoon,  Illinois. 


PAUL  V.  BAKER 
Rank:   Technician  Third  Grade. 
Branch  of  Service:    20th  Ordnance  Company. 
Entered  Service:  September  18,    1942. 
Discharged:  November  26,  1945. 
Address:   Route   1,  Segil.  Illinois. 


DARREL  LEON  ARVEN 
Rating:  Aviation  Radioman  Third  Class. 
Branch  of  Service:   Naval  Reserve, 
Enlisted:  July  7,    1943. 

Trained:  Great  Lakes,  Illinois;  Memphis,  Tennessee;  Jax, 
Florida;  Deland,  Florida:  Bonnbing  Squadron  12. 
Discharged:  May  16.   1946. 
Address:  Route  #3,  Box  1,  Greenup,  Illinois, 


FLOYD  F.  BAKER 
Rank:   Private  First  Class. 

Branch  of  Service;   Company  D.,    19th  Infantry. 
Entered  Service     June    14,   1944, 
Battles:  Southern  Philippines. 
Discharged:   June  29,    1946. 
Address:  Route    1,  Sigel.  Illinois. 


DOUGLAS  BERNARD  ARVIN 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  December  14,  1943. 

Trained:  Great  Lakes.  Illinois;  Waipio  Amphibious 
Operating  Base.  San  Diego.  California;   Boat  Pool 
Baker.  N.  3256. 
Discharged.  October  30,    1945. 
Address;   Toledo,  Illinois. 


REX  I.  BALLINGER 
Rank:  Staff  Sergeant. 

Entered  Service:  September  16,   1942. 
Branch  of  Service:  Army,  1083rd  Ordnance, 
301st  Service  Group. 

Served  30  months  in  India,  Burma  and  China. 
Discharged:  December  18,   1945. 
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LEO  CLIFTON  BANCROFT 
Rating;   Motor  Machinist's  Mate  Third  Class. 
Entered  Service     May  lA,    1944. 

Trained.   Great   Lakeb,   Illinois;   Naval  Landing  Force  Equip- 
ment Depot,  Norfolk,  Virginia;  Camp  Peary,  Virginia; 
S  Company  Aminunition  Handling, 
Discharged:  January  1^,   1946. 
Address:  3015_l   Park  Place  W.,  Cairo,  Illinois. 


LELAND  P.  BARTLETT 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:    100th  Ordnance  (Man.)  Company. 
Entered  Service:   February  4,   1943. 

Battles:   Naples-Foggia,  Rome-Arno,  North  Apennines, 
Po  Valley. 

Discharged:  October  24.   1945. 
Address:  Route  1,  Lerna,  Illinois. 


CHARLES  EUGENE  BARBER 
Rating;  Motor  Machinist's  Mate  Second  Class. 
Enlisted:  May  24,   1944. 

Trained:  Farragut,  Idaho;  Great  Lakes,  Illinois;  Richmond, 
Virginia. 

Vessels:   LCT  Gr.  41   Flotilla  14;  LOT  Gr.  10  Flotilla  14. 
Discharged:   May  18,   1946. 
Address:  Route  #1,  Neoga,  Illinois. 


GEORGE  BARTON 
Rank:   First  Lieutenant. 

Branch  of  Service:  Company  E.,  of  9th  Regiment 
of  Illinois,  Volunteers. 
Enlisted:   June  28.   1898. 

Served  in  Spanish-American  War  in  Cuba. 
Discharged:   May  20,  1899. 
Address:  Maria  Barton,  Fairfield,  Illinois. 


GAIL  MARION  BARBER 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  May  3,    1945. 

Trained:  Great  Lakes,  Illinois;  Seattle,  Washington; 
Bremerton,  Washington. 
Discharged:  July  25,   1946. 
Address:  Neoga,  Illinois. 


JOHN  LEWIS  BAUGUSS 
Rating:  Ship's  Cook   Third  Class. 
Branch  of  Service     Ntival  Reserve. 
Enlisted.  January  23^    1942. 
Trained:    Patrol  Squadron  34,  Great  Lakes, 
Wing   3   HG  Squadron,   Auxiliary  Air  Station, 
Texas. 

Discharged:  November  9,   1945. 
Address:    Route   3,   Box  5,  Greenup.  Illinois, 


Illinois;   Pat. 
Corpus  Chnsti, 


FREDERICK  H.  BARGER 
Rank.    Private. 

Blanch  of  Service     Headquarters  Company, 
10th  Infantry. 

Entered  Service:  May  28,    1918. 
Discharged:   January  18,  1919. 


GEORGE  F.   BAUGUSS 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Squadron  B.,   3505th  Army 
Air  Force  Base  Unit. 
Entered  Service;   May  4,  1942, 
Discharged:  December   19,   1945. 
Address:  Route  #2,  Greenup,  Illinois. 


ALOY  D.  BARGER 
Rank:  Private. 

Branch  of  Service:    Battery  D.,  6th  Regiment, 
F.  A.  R.  D.  United  States  Army. 
Entered  Service:  June   13,   1918. 
Discharged;  December  12,   1918. 
Address:    Toledo,  Illinois. 


DAVID  J.  be:als 

Rank:  Private  First  Class. 

Branch  of  Service:  544th  Engineers  Bt,  Battalion. 

Entered  Service:  March  16,    1945. 

Discharged:  December  3,  1946. 

Address.    Trilla,  Illinois. 


JOSEPH  L.  BARGER 
Rank:  Private. 

Branch  of  Service:  Company  B.,  307th  Machine  Gun  Battalion, 
Entered  Service;  April  28,    1918. 

Battles:  St.  Mihiel  Offensive,  Meuse-Argonne,  Limey  Section. 
Discharged:  May  22,   1919. 
Address:  Toledo,  Illinois. 


CLIFFORD  CLEO  BEALS 
Rating:  Motor  Machinist's  Mate   Third  Class. 
Branch  of  Service;  Navy. 
Enlisted:  November  30,   1943. 

Trained:   Farragut,  Idaho;  Naval  Operating  Base, 
Adak,  Alaska. 

Discharged:  October   10,   1945. 
Address:   Neoga,  Illinois. 


JOHN  CARL  BARRETT 
Rank:  Private. 

Branch  of  Service:  S.  A.  A.  C.  Northwest 
University,  Evanston,  Illinois. 
Entered  Service:  October   15,   1918. 
Discharged:  December  l6,   1918. 
Address:  Neoga,  Illinois. 


IVAN  M.  BEAN 
Rank:  Private. 

Branch  of  Service:   Company  I.,   13Ist  Infantry. 
Entered  Service:   May  27.    1918. 
Served  with  American  Expeditionary  Forces. 
Discharged:   June  5,   1919. 
Address:  Toledo,  Illinois. 


RALPH  G.   BARROW 
Rank:  Technician  Fifth  Grade, 
Branch  of  Service:  43rd  Field  Hospital. 
Entered  Service:   May  6.   1943. 
Battles:  New  Guinea,  Luzon. 
Discharged:    February  4,   1946. 
Address:  Neoga,  Illinois. 


THOMAS  F.  BEAN 
Rank:  Sergeant. 

Branch  of  Service;  610th  Army  Air  Force 
Base  Unit. 

Entered  Service:  September  21,    1942. 
Discharged:   February  1,   1946. 
Address;   Toledo,  Illinois. 
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LELAND  D.  BEAUMONT 
Rank:   Private  First  Class. 

Branch  of  Service:   Company  A.,   1  l6th  Infantry. 
Entered  Service:  July  23,    1942. 
Discharged:   January  11,    1946. 
Address:  Route  #3,  Toledo,  Illinois. 


RAY  C.  BISHOP 
Rank:  Master  Sergeant. 

Branch  of  Service;  335th  Harbor  Craft  Company. 
Entered  Service;  May  12.   1942. 
Battles:  Normandy.  Northern  France. 
Discharged:  December  30,   1945. 
Address:  Box  165,  Greenup,  Illinois. 


GARLAND  D.   BEAUMONT 
Rank:  Private. 

Branch  of  Service:  Company  A,,  37th 
Infantry. 

Entered  Service:   May  II,   1918. 
Discharged:   July  21,   1919. 
Address:   Toledo,  Illinois. 


WILLIAM  DONALD  BISHOP 
Rating:  Signalman  Third  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted;  July  24,   1943. 

Trained;  Great  Lakes.  Illinois;  Naval  Training  School 
(Signal),  University  of  Illinois,  Urbana,  Illinois. 
Discharged:  March  8,  1946. 
Address:  Box  143,  Neoga.  Illinois. 


HERBERT  C.  BECKER 
Rank:  Private  First  Class. 
Branch  of  Service:  Headquarters  Battery 
Harbor  Defensive  of  San  Diego.  California. 
Entered  Service:  April  25,    1941. 
Discharged:  December  5,  1945. 
Address;  Neoga,  Illinois. 


JOE  W.  BISHOP 
Rank;  Technician  Fourth  Grade. 

Branch  of  Service;  Headquarters  Company,  102nd  Infantry. 
Entered  Service:  July  31.   1942. 
Battles;  Rhineland,  Central  Europe. 
Discharged:  January  23,  1946. 
Address:  Box  25,  Jewett,  Illinois. 


HUGO  W.  BECKER 
Rank:  Registrant. 

Branch  of  Service:  Registrant  Selective 
Service. 

Enlisted:  May  28,   1918. 
Discharged:   February  24.  1919, 


DOYLE  D.  BEEMAN 
Rank;  Private. 

Branch  of  Service;  Company  D.,  3rd  Regiment. 
Entered  Service:  April  U,   1945. 
Discharged;  January  19,  1946. 
Address:  Greenup,  Illinois. 


SAMUEL  H.  BIRDZELL 
Rank:  Corporal. 

Branch  of  Service:  Service  Command  Unit  1977. 
Entered  Service;  July  9,   1945. 
Address:  Route  #1,  Toledo,  IllinoiB. 


GLENN  L.  BERSIG 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  D.,  262nd  Infantry. 
Entered  Service:  March  20,  1942. 
Battles:  Central  Europe,  Aleutian  Islands. 
Discharged:  November  13.   1945. 
Address:  Jewett,  Illinois. 


WARREN  Mc  A.  BIGLER 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Headquarters  Company,  29th  Infantry 
Regiment. 

Entered  Service:  March  3,    1941. 

Battles     Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:   October  21,  1945. 
Address;  Neoga.  Illinois. 


JOHN  B.  BINGAMAN 
Rank:  Second  Lieutenant. 
Entered  Service:  September  24,   1942, 
Branch  of  Service:  Army  Air  Forces. 
Trained:   University  of  Chicago;  Scott  Field,  Illinois; 
Freeman  Field,  Indiana;  Stockton,  California;  Strother  Field, 
Kansas;  La  Junta,  Colorado;  Orlando,  Florida;  Goldsboro, 
South  Carolina;  Weather  Instructor  at  Chanute  Field.  Illinois. 
Discharged-  April  3,    1946;  Camp  Atterbury.  Indiana. 
Has  a  reserve  commission  as  First  Lieutenant  in  the 
Air  Force. 
Present  Occupation:    High  School  Teacher, 


ARTHUR  L.  BIRCH 
Rank:   Private. 

Branch  of  Service:  Company  E.,  1  3th  Engineers, 
Enlisted:  May  31,  1917. 

Battles:  Champagne  Sector,  Verdun  Sector,  St.  Mihiel  Offen- 
sive, Meuse-Argonne  Offensive. 
Discharged:  May  14,    1919. 


DALE  L.  BLACK 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  M.,  21st  Infantry. 
Entered  Service:  September  29,  1944. 
Battles:  Luzon. 
Discharged:  October  24,   1946. 
Address:  308  North  8th  Street,  Casey,  Illinois. 


MAX  L.  BLACK 
Rank;  Technician  Fifth  Grade. 
Branch  of  Service;  630th  Engineers  Light 
Equipment  Company. 
Entered  Service:  October  31,   1945. 
Discharged;  November  7.   1946. 
Address;  Route  #2.  Greenup,  Illinois. 


MAX  L.  BLACK 
Rank;  Private, 

Breinch  of  Service;  Company  A.,  799th  Military 
Police  Battalion. 

Entered  Service;  March  l6,   1945, 
Discharged:  October  30.   1945. 
Address;  Route  #2,  Greenup,  Illinois. 


LESTER  LEWIS  BLAKE 
Rating:  Coxswain, 

Branch  of  Service;  Naval  Reserve. 
Enlisted:  May  8,  1943. 
Trained;  Great  Lakes,  Illinois. 
Vessel:  U.S.S.  Winooski. 
Discharged;  December  3,   1945. 
Address;  Neoga,  Illinois. 


PAUL  P.  BLAKE 
Rank:  Private  First  Class. 

Branch  of  Service:  Battery  A.,  499th  Heavy  Field  Artillery 
Battalion. 

Entered  Service;  December  15.   1942. 
Battles:  Po  Valley,  Rhineland,  Central  Europe. 
Discharged;  September  26,   1945. 
Address:  Neoga,  Illinois. 
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LAWRENCE  HILL  BLAKE 
Rank:  CorporaL 

Branch  of  Service:  Marine  Corps. 
Enlisted:  March  14.   1^44. 
Battles:  Asiatic  -  Pacific  Area. 
Discharged:  April  9,  1946. 
Address:  Neoga,  Illinois. 


BENJAMIN  F.  BOWMAN 
Rank:  Private  First  Class, 
Branch  of  Service:  Army. 
Entered  Service:  December  1, 
Battles:  European  Theatre. 
Discharged:  July  13,  1945. 
Address:  Toledo,  Illinois. 


WILLIAM  E.  BLAND 
Rank:  Private  First  Class. 
Branch  of  Service;  84th  Chemical 
Mortar  Battalion. 
Entered  Service:  April  26,   1944. 
Discharged:  July  1,   1946. 
Address:  Greenup.  Illinois. 


CARL  BLAND 
Rank:    Private  First  Class. 
Branch  of  Service:  Quartermaster  Camp 
Supply  Officer, 

Entered  Service:  October  3,    1917. 
Discharged:  April  11,   1919. 
Address:  Greenup,  Illinois. 


JOHN  R.  BLOMQUIST 
Rating:  Aviation  Cadet. 

Branch  of  Service:  Army  Air  Force  Base  Unit 
Section  1, 

Enlisted:  November  28,  1942. 
Discharged:  November  29.   1944. 
Address:  Neoga.  Illinois. 


MAX  O.  BOLIN 
Rank:  Private  First  Class. 

Breinch  of  Service:  Company  D.,  60th  Regiment, 
9th  Infantry  Division, 
Entered  Service:  November  9,  1944. 
Discharged:  August  31.   1946. 
Address:  Box  216,  Toledo,  Illinois. 


VIRGIL  G.  BOLIN 
Rank:  Private  First  Class. 

Branch  of  Service:  Air  Force  Service  Command. 
Entered  Service:  September  18,  1942. 
Battle:  Rome-Arno. 
Discharged:  December  2,  1945. 
Address:  Box  216,  Toledo,  Illinois. 


VICTOR  M.  BOWER 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  B..   1255th  Engineers 
Corps  Battalion. 

Entered  Service:  January  16,  1942. 
Discharged:  March  6,  1946. 
Address:  R.F.D.  #3,  Casey,  Illinois. 


EXIL  E.  BOWER 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Headquarters  Company,  128th  Ordnance 
Mn.  Battalion. 

Recalled:   February  16,   1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 

Discharged:  September  26,  1942, 
Address:  c/o  Mrs.  Bruce  Bower,  R.F.D.  Casey,  Illinois. 


JOHN  CHARLES  BOWMAN 
Rating:  Apprentice  Seaman. 
Branch  of  Service;  Navy. 
Enlisted:  Noven-iber  29.   1940. 

Trained:  Naval  Reserve  Station,  St.  Louis,  Missouri;  Great 
Lakes.  Illinois;  Jacksonville,  Florida;  CASU  7  and  39;  USS 
Coos  Bay. 

Discharged;  April  12.   1947. 
Address:  714  West  Cherry  Street,  Toledo,  Illinois. 


LOREN  CAREY  BOWMAN 
Rating:   Radioman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  April  26,   1944. 

Trained:  Great  Lakes,  Illinois;  Naval  Training  School,  Fort 
Lauderdale,  Florida;  RCC  Barracks,  Mianni,  Florida;  Naval 
Training  Station  Newport,  Rhode  Island;  Little  Creek, 
Virginia;  Brigantine  Hotel,  Lant  City,  New  Jersey. 
Vessel:  U.S.S.  Atlanta. 
Discharged:  December  12,   1945. 
Address:  Greenup,  Illinois. 


BENJAMIN  F.  BOWMAN 
Rank:  Private  First  Class. 

Branch  of  Service:  2nd  Evacuation  Hospital. 
Entered  Service:  December   1.    1941. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland. 
Central  Europe. 
Discharged:   July  13,  1945. 
Address:   Toledo,  Illinois. 


WALTER  R.  BOWMAN 
Rank:  Technical  Sergeant. 

Branch  of  Service;  4255th  Army  Air  Force 
Base  Unit. 

Entered  Service:  September  25,  1942. 
Discharged:  January  29,   1946. 
Address:  Clay  City,  Illinois;  Box  353. 


MARION  R.  BOYER 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  Medical  Detachment, 
Lovell  General  Hospital. 
Enlisted:  December  27,  1939. 
Discharged:  August  21,   1943. 
Born  at  St.  Francisville,  Iowa. 


GLEN  REX  BRANDENBURG 
Rating;  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted;  October  4,   1944. 

Trained:  Great  Lakes,  Illinois;  Davisville,  Rhode  Island; 
147th  Naval  Construction  Battalion;  CBRD  Camp  Parks, 
California;  ADV  Base  Construction  Depot,  Pearl  Harbor. 
Discharged:  June   11,   1946. 
Address;  Route  #1,  Toledo.  Illinois. 


FLAVOUS  R.  BRANDENBURG 
Rank;  Private  First  Class. 

Branch  of  Service;  2457th  Quartermaster  Truck  Company. 
Entered  Service;  November  5,  1942. 

Battles;  Normandy.  Northern  France,  Rhineland,  Central 
Europe. 

Discharged;  December  1,  1945. 
Address:  Rural  Route  #1,  Toledo,  Illinois. 


LAWRENCE  R.  BRANDENBURG 
Rank:  Sergeant. 

Branch  of  Service:  Squadron  C,  1504th  Army 
Air  Force  Base  Unit. 
Entered  Service:  February  4,  1942. 
Discharged:  October  31,   1945. 
Address:  Route  #1,  Casey,  Illinois. 


DON  R.  BRANDENBURG 
Rank;  Private  First  Class. 

Branch  of  Service:  Battery  B.,  863rd  Antiaircraft  Artillery 
Air  Wing  Battalion. 
Entered  Service;  January  7.   1943. 

Battles;  Normandy.  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  December  8,   1945. 
Address:  Route  #1,  Toledo,  Illinois. 
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KENNETH  R.  BRANDENBURG 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Field  Artillery  Battalion,  356th. 
Entered  Service:  March  30,  1943. 
Battles:  Central  Europe. 
Discharged:  January  25,  1946. 
Address:  Route   1,  Toledo,  Illinois. 


ROSS  M.  BRANT 
Rank:  Technician  Fourth  Grade, 

Branch  of  Service:  Supply  Company  Service  Command  Unit 
1973,  Engineers  Replacement  Training  Center,  Camp 
Abbot.  Oregon. 

Entered  Service:  August  25,   1942. 
Discharged:  September  21,    1943. 
Address:  Neoga,  Illinois. 


WALTER  W.  BREWER 
Rank.  Technical  Sergeant. 

Branch  of  Service:  38th  Airways  Detachment. 
Entered  Service:  August  22,   1942. 
Discharged:  Novennber  18,  1945. 
Address:  Jewett,  Ulinois. 


JAMES  O.  BREWSTER 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  C.  728th  Railroad  Operating 
Battalion. 

Entered  Service:  November  25,   1942. 

Battles:  Normandy,  Northern  France,  Central  Europe. 
Discharged:  December  27,   1945. 
Address:  3223  East  5th  Avenue,   Knoxville,  Tennessee. 

BONNADELL  BREWSTER 
Rating:  Specialist  (Q)  First  Class. 
Branch  of  Service:  Navy, 
Enlisted:  January  20,   1943. 

Trained:  Bronx,  New  York;  Washington,  D.C. 
Discharged:  November  21,  1945. 
Address:  Lerna,  Illinois. 


JOSEPH  CHARLES  BROOKHART 
Rank:  Captain. 

Branch  of  Service:  Medical  Corps. 
Discharged:  September  6,  1919. 


KENNETH  W.  BROWN 
Rank:  Corporal. 

Branch  of  Service:  Army,  752nd  Antiaircraft  Artillery  Gun 
Battalion. 

Entered  Service:  June   I6,   1941. 
Discharged:  June  6,  1945. 
Address;  Casey,  Illinois. 


HERBERT  L.  BROWN 
Rank:   Private  First  Class. 
Branch  of  Service:  232nd  Military  Police 
Conipany. 

Entered  Service:  June  8,  1942. 
Discharged:  January  13,  1946. 
Address:   Route  #3,  Greenup,  Illinois. 


WILLIAM  D.  BROWN 
Rank:  Technical  Sergeant. 

Branch  of  Service:  78th  Cavalry  Reconnaissance 
Troop. 

Entered  Service:  June  8,  1942. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  January  22,   1946. 
Address:  Greenup,  Illinois. 


BOB  E.  BROWN 
Rank:   Private  First  Class. 
Branch  of  Service:   1063rd  Military  Police 
Company. 

Enlisted:  November  19,  1942. 
Discharged:  December  25,   1945. 
Address:   Toledo,  Illinois. 


EDWARD  F.  BRICK 
Rank:  Corporal. 

Branch  of  Service:  Connpany  A.,   13th  Infantry. 
Entered  Service:  April  17,   1942. 
Battles;  Rhineland. 
Discharged:  November  10,  1945. 
Address:  Route  #Z,  Neoga,  Illinois. 


WILLIAM  B.  BROWN 
Rating:  Storekeeper  Third  Class. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:  March  15,  1945. 

Trained:  Great  Lakes,  Illinois;  Naval  Supply  Depot 
Navy  3141,  Ship  Repair  Base  3864. 
Discharged:  May  16,  1946. 
Address:  Route  #2,  Casey,  Illinois. 


VERNON  L.   BRICKEY 
Rank:  Corporal. 

Branch  of  Service:    131 1th  Army  Air  Force  Base  Unit 
Air  Transport  Command. 
Entered  Service:  November  26,   1942, 
Discharged:  March  28,  1946. 
Address:  Route  #2.  Greenup,  Illinois. 


BILLY  B.   BRIDGES 
Rank:  Private  First  Class. 

Branch  of  Service:  ASM  Signal  Service  Company. 
Enlisted:   November  9,  1944. 
Discharged:  October  16,   1945. 
Address:  R.F.D.,  Greenup,  Illinois. 


CARL  EUGENE  BRIGHT 
Rating:   Boatswain's  Mate  First  Class. 
Enlisted:   January  4,   1942. 

Trained:   Great  Lakes,  Ulinois;  Corpus  Christi,  Texas; 
Acron  Assembly  Training  Detachment;  Port  Hueneme,' 
California;  Gro.  Pacific   13. 
Discharged:  November  23,   1945. 
Address:    Toledo,  Illinois. 


LAMAR  W.  BROWN 
Rating:  Electrician's  Mate  First  Class. 
Branch  of  Service:  Navy, 
Served  with  the  Pacific  Fleet  on  U.S.S.  Detroit. 


MERRIT  A.  BROWN 
Rank:   Private. 

Branch  of  Service:    12th  Company,  3rd  Battalion, 
159th  Depot  Brigade. 

Entered  Service:  September   19,  1917. 
Discharged:  December  8.   1918. 
Address:  Toledo,  Illinois. 


RAYMOND  H.  BRUNS 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Service  Company,  751st  Tank  Battalion 
(M),  Army. 

Entered  Service:  September  18,  1941, 
Battles:   Tunisian,  Naples-Foggia,  Rome-Arno,  North 
Apennines,  Po  Valley. 
Discharged:  August  31,   1945. 
Address:  Route  #1,  Greenup,  Illinois. 


JOHN  J.   BRIMBERRY 
Rank:    Private. 

Branch  of  Service:  Ordnance. 
Entered  Service:  December  17,   1 
Battles.   Rome-Arno  Campaign. 
Discharges:  September   15,    1945. 
Address:  Box  73.  Neoga,  Illinois, 


LLOYD  M.  BRUNS 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Headquarters  Company,  27th  Armored 
Infantry  Battalion. 
Entered  Service:  March  30,   1943. 

Battles:   Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  October  28,   1945. 
Address:  Route  #1,  Greenup,  Illinois. 
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SYLVAN  E.  BRUSSELL 
Rank:  Staff  Sergeant. 

Branch  of  Service:   3505th  Army  Air  Force 
■  Base  Unit. 
Entered  Service:  July  13,   1942. 
Discharged:   February  6,   1946. 
Address:   R.F.D.  #3,  Casey,  Illinois. 


HENRY  E.  BURTON 
Rank;  Staff  Sergeant. 

Branch  of  Service:   Company  A.,   17th  Infantry. 
Entered  Service;  August  25,   1942. 

Battles:  Aleutian  Islands,  Leyte,  Philippine  Island,  Ryukyus. 
Discharged:   November   19,  1945. 
Address:  Route  2,  Toledo,  Illinois. 


GATHER  BREEDLOVE 
Rank:    Private. 

Branch  of  Service:   Company  K,,  37th 
Infantry. 

Entered  Service:  May  22.  1918. 
Discharged:  September  5,  1919. 
Address:  Toledo,  Illinois. 


LiEORGE  L.  BURRELL 
Rank:  Sergeant. 

Branch  of  Service:  Company  A.,  7th  Battalion  Transport 
Corps,  Officer  Candidate. 
Entered  Service;  August  5,   1942. 
Discharged:   January  11,   1944. 
Address:  Route  #2,  Effingham.  Illinois. 


WILLIAM  BRUSSELL.  JR. 
Rating:  Aviation  Boatswain's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  December   1,  1943. 

Trained:  Great  Lakes,  Illinois;  Norman,  Oklahoma. 
Vessels:    U.S.S.  Sargent  Bay;  U.S.S.  Tarawa  (CV  40); 
U.S.S,  Kearsarge. 
Discharged:  April  22,   1946. 
Address:  Route  #3,  Casey,  Illinois. 


JOSEPH  B.  BUCKER,  JR. 
Rank:  Sergeant. 

Branch  of  Service:  Headquarters  and  Headquarters 
Company  Squadron  5th  Army  Air  Force. 
Entered  Service:  March  28,   1944. 
Discharged:  April  18,  1946. 
Address:  Greenup,  Illinois. 


HARRY  K.  BURGE 
Rank:  Private. 

Branch  of  Service:  Company  D.,  83rd  Infantry 
Training  Battalion. 
Enlisted:   March  18,   1941. 
Discharged:  September  17,  1941. 
Address:   Neoga,  Illinois. 


HARRY  K.  BURGE 
Rank:  Private, 

Branch  of  Service:   Casual  Detachment, 
Service  Command  Unit  #1753. 
Entered  Service:   Decennber  15,  1942. 
Discharged:  August  14,   1943. 
Address:  Janesville,  Illinois. 


WILLIAM  E.  BURGESS 
Rank:  Corporal. 

Branch  of  Service:   Headquarters  Company,   1st  Battalion, 
311th  Infantry. 

Entered  Service:  March  14,    1944. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  October  20.   1945. 
Address:   Box  14,  Greenup,  Illinois. 


WILLIAM  A.  BURNETT 
Rank:  Technical  Sergeant. 

Branch  of  Service:    127th  Evacuation  Hospital. 
Entered  Service:   February  21,   1941. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  November   11,  1945. 
Address:  R.F.D.  #3,  Greenup.  Illinois, 


PAUL  V.  BURNETT 
Rank:  Private. 

Branch  of  Service:   2nd  Infantry  Division. 
Entered  Service:  April  5,    1946, 
Discharged;   May  4,  1947. 
Address;  Hazel  Dell,  Illinois. 


THURL  BURTON,  JR. 
Rank:  Private  First  Class. 

Branch  of  Service:   Company  D.,    1st  Tank  Battalion. 
Entered  Service:   June  22,    1945. 
Discharged.  November  27,   1946. 
Address:   Route  #2,  Toledo,  Illinois. 


GILBERT  M.  BURTON 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Company  D.,  21st  Tank  Battalion. 
Entered  Service:  March  20,   1942. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  November  8,   1945. 
Address:  Route  #2,  Toledo,  Illinois. 


KERMIT  A.  BUSHUR 
Rank:  Corporal. 

Branch  of  Service;   Headquarters  Service 
Command  Unit. 

Entered  Service     March  30,    1943. 
Battles:  India  Burma. 
Discharged:   December  9,  1945. 
Address:   Neoga,  Illinois. 


CHARLES  HOWARD  BUTTON 
Rating:   Molder  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   December  14,   1943. 

Trained:  Great  Lakes,  Illinois;  Shoemaker.  California;  Re- 
pair Unit  Navy  $144  and  #143;  Repair  Unit  Dot  I;  Ship  Re- 
pair Unit  Navy  #3002. 
Discharged:  November  26,   1945. 
Address:  Greenup,  Illinois. 

THOMAS  BUXTON 
Rank:   Private. 

Branch  of  Service;  Company  A.,  214th 
Regiment  Engineers. 
Entered  Service:  September  5,   1918. 
Discharged:   January  23,   1919. 
Home  Address;  Toledo,  Illinois. 


EARL  BYERS 
Rank:  Sergeant. 

Branch  of  Service:   Company  29th  Battalion, 
United  States  Guards. 
Enlisted;  February  23,  1918. 
Discharged:  December  16.   1918. 
Address:  Toledo.  Illinois. 


HERMAN  LELAND  CABLE 
Rating;  Motor  Machinist's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   May  16.    1942. 

Trained:  Great  Lakes,  Illinois;   15th  Naval  District;  Balboa, 
Canal  Zone;  Miami,  Florida. 
Vessel:  U.S.S.  Lehigh  (AR-192). 
Discharged:  September  27,   1945. 
Address:   Janesville,  Illinois. 


ESTOL  BURTON 
Rank:   Private. 

Branch  of  Service:  Salvage  Division  of 
Quartermaster  Corps. 
Entered  Service:  September  5,   1918. 
Discharged:  November  21,    1918. 
Address:  Toledo,  Illinois. 


CHARLES  C.  CAPE 
Rank:   Private. 

Branch  of  Service:   Detachment  Medical 
Depot  Camp  Hospital, 
Entered  Service:   September  5,  1918. 
Discharged:  November  21,   1918. 
Address:   Toledo.  Illinois. 


89 


LEE  W.  CARLEN 
Rank:   Private. 

Branch  of  Service:  Medical  Department,  349th 
Infantry. 

Entered  Service:  September  18,   1942. 
Battles:  North  Apennines,  Po  Valley. 
Discharged:  October  4,   1945. 
Address:  Route  #4,  Mattoon,  Illinois. 


CLINTON  DOUGLAS  CARLEN 
Rank:  Quartermaster  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  October  26,   1944. 
Trained:  Great  Lakes,  Illinois. 
Vessel:  U.a.S.  LST  1134;  U.S.S.  LST  273. 
Discharged:  October  16,   1947. 
Address:  Greenup,  Illinois. 


LUTHER  L.  CARLEN 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  789th  Ordnance  Company. 
Enlisted:  October  8,   1940. 
Served  in  Canal  Zone. 
Discharged:   December   12,  1944. 
Address:  Greenup,  Illinois. 


ELMER  C.  CAREY 
Rank:   Private. 

Branch  of  Service;   Company  H.,   10th  Infantry, 
Camp  Custer,  Michigan. 
Entered  Service:  May  28,    1918. 
Discharged:  May  2.Z,   1919. 
Address:  Jewett,  Illinois. 


JACOB  W.  CARLEN 
Rank:  Private. 

Branch  of  Service:  Company  E.,  36th 
Infantry. 

Entered  Service:  July  25,  1941. 
Discharged:  September  3,  1943. 
Address:  Greenup,  Illinois. 


WALLACE  CARPENTER 
Rank:  Private  First  Class. 

Branch  of  Service:  Battery  B.,  4th  French  Mortar. 
Battalion,  Coast  Artillery  Corps. 
Entered  Service:  October  26,   1917, 
Served  in  American  Expeditionary  Forces. 
Discharged:   February  4,   1919. 
Address.  Greenup,  Illinois. 


KENNETH  L.  CARLEN 
Rank:   Technical  Sergeant. 

Branch  of  Service:   Company  B,,  41st  Infantry  Armored. 
Entered  Service:   February  21.    1941. 

Battles:  Algeria-French  Morocco,  Sicilian,  Normandy, 
Northern  France,  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  June   19,   1945. 
Address:  Route  #2,  Greenup.  Illinois. 


BENJAMIN  FRANKLIN  CARR 
Rating:  Mainman  Third  Class, 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  19,  1944. 
Vessel:  U.S.S.  Banner  (APA  60), 
Discharged:  March  25.   1946. 
Address:  Route  #1,  Greenup,  Illinois. 


HUBERT  E.  CARLEN 
Rank:  Corporal. 

Branch  of  Service:   Baitery  B.,    175th  Field  Artillery 
Battalion. 

Entered  Service.  November  27,    1941. 

Battles:  Algeria-French  Morocco,  Tunisian.  Naples-Foggia 
Rome-Arno,  Northern  Apennines,  Po  Valley. 
Discharged:  August  7,  1945. 
Address:  Route  1,  Greenup,  Illinois. 

FLOYD  R.  CARLEN 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Headquarters  Detachment,   1908th 
Service  Command  Unit,    Camp  Cooke,  California. 
Entered  Service:  January  16,   1942. 
Discharged:  August  24,    1945. 
Address:  Route   1,  Greenup,  Illinois. 

DAVID  ELLIS  CARLEN 
Rating:  Fireman  First  Class. 
Branch  of  Service:   Naval  beserve. 
Enlisted:  February  16,  1942. 
Trained:  Great  Lakes,  Illinois. 
Vessels:  U.S.S.  Hughes;   U.S.S.  Missoula. 
Discharged:  November  26,   1945. 
Address:  Greenup,  Illinois. 

DALE  RUSSELL  CARLEN 
Rank:  Assistant  Cook. 
Branch  of  Service  Marine  Corps. 
Enlisted:  April  24,  1944. 
Battles:   Pacific  Area. 
Discharged:  February  1,   1946, 
Address:  Greenup,  Illinois, 


IRA  LAWRENCE  CARLEN 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  July  11,   1944. 

Trained:  Great  Lakes,  Illinois;  Camp  Bradford,  Virginia; 
St.  Andres  Bay,  Panama  City,  Florida;  Little  Creek, 
Virginia;  Norfolk,  Virginia;  Stratton,  Virginia. 
Vessel:  U.S.S.  LST  892. 
Discharged:  March  12,  1946. 
Address:  Greenup.  Illinois. 


CHARLES  FRANKLIN  CARLEN 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  June   14,    1944. 
Trained:  Great  Lakes,  Illinois,   U.S.S 
Bancroft,  U.S.S.  Montpelier. 
Discharged:  November  9,    1945. 
Address:   Route   */4,   Casey,   Illinois. 


ELNORA  M.  CARR 
Rank:  Private  First  Class. 

Branch  of  Service:  WAC  WDPC  1722  Service  Command  Unit, 
Jefferson  Barracks,  Missouri. 
Enlisted:  October  13,    1944. 
Discharged:  December  19,  1945. 
Address:   Route  #4,  c/o  Don  Easton,  Mattoon,  Illinois. 

JACK  "A"  CARR 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  April  26,   1944. 

Trained:  Great  Lakes,  Illinois;  Naval  Receiving 
Barracks,  Naval  Supply  Center,  Hawaii. 
Discharged:  May  17,   1946. 
Address:   Route  #1,  Greenup,  Illinois. 


PAUL  W.  CARR 
Rank:   Private. 

Branch  of  Service:   9136th  TSU  Quartermaster 
Corps  A.S.  F.T.C. 
Entered  Service:  April  11,   1945, 
Discharged:  September  27,  1945. 
Address:  Box  165,  Greenup,  Illinois. 


WILLIAM  K.  CARRELL 
Rank;  Private. 

Branch  of  Service:  Company  B.,    1612th  Service 
Command  Unit. 

Discharged;    February  3.  1946. 
Address:    1203rd  South  3rd  Street,  Charleston,  Illinois. 


DONALD  JAMES  CARRELL 
Rating:  Shipfitter  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  September  13,   1944. 

Trained:  Great  Lakes,  Illinois;  Service  School  (BE), 
Great  Lakes,  Illinois;  Acorn  #3;  Navy  3149  Air  Command, 
Great  Lakes,  Illinois. 
Discharged:  July  7,  1946. 
Address:  Montrose,  Illinois. 


D.A.NIEL  THOMAS  CARRELL 
Rating;  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  June  30,   1944. 

Trained:  Great  Lakes,  Illinois;  Amphibious  Training 
Base,  Solomons,  Maryland. 
Vessels:  U.S.S.  LST  936;  U.S.S.  LST  1207. 
Discharged:   February  17,  1946. 
Address:  Greenup,  Illinois. 
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RICHARD  POF  CARRELL 
Rating:   Boatswain's  Mate  Third  Class. 
Branch  of  Service:  Na\-y. 
Enhsted:  September  24,   1940, 

Trained:  Industrial  Command,  Naval  Repair  Base,  San 
Diego,  California:  Small  Craft  Faculty,  San  Diego, 
California,  in  Service  Craft  Roosevelt  Base,  T.  1.,  San 
Pedro,  California. 

Vessels:   U.S.S.    West  Virginia.   U.S.S.  Chester, 
Discharged:    December  13,  1946. 
Address:    1203^  South  3rd  Street,  Charleston,  Illinois. 

RUFUS  K.  CARRELL  , 

Rank:   Technician  Fourth  Grade. 

Branch  of  Service:  Headquarters  Company,  5th  Poe. 
Enlisted:    February   17,    1942. 
Battles:  Northern  France,  Rhineland. 
Discharged:   December  1,  1945. 
Address:  Greenup,  Illinois. 


KENNETH  B.  CARRELL 
Rank.  Sergeant. 

Branch  of  Service.  Company  A.,   185th  Engineers 
Combat  Battalion. 

Entered  Service:  Novennber  9.   1944. 
Dii^charged:   January  17,    1946. 
Address:  Route  #1,  Toledo,  Illinois. 


RUFAS  ALEXANDER  CARRELL 
Rank:   Private. 

Branch  of  Service:  500th  Aeronautics  Squadron. 
Entered  Service:   December  10.   1917. 
Served  in  American  Expeditionary  Forces  in  FVance. 
Discharged:  March  25.   1919. 
Address:  Greenup,  Illinois. 


JOHN  H.  CARRUTHERS 
Rank:  Sergeant. 

Branch  of  Service:  Squadron  O.,  33  1st  Army  Air  Force 
Base  Unit.  CCTS  MB,  Barkesdale  Field,  Louisiana. 
Discharged:  September  17.   1945. 
Address:   Box  95.  Neoga.  Illinois. 


CHARLES  NORMAN  CARTER 
Rating:  Chief  Machinist's  Mate. 
Entered  Service:  May  28,   1943. 

Trained:    103rd  Naval  Construction  Battalion,   lOlst 
Naval  Construction  Battalion. 
Discharged:  November  20,   1945. 
Address:    Jewett,  Illinois. 


JOHN  M.  CARTER 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:   Battery  B.,  362nd  Field 
Artillery  Battalion,  APO  96. 
Entered  Service:  October   18,  1942. 
Battles:  RyTjkyus,  Southern  Philippines. 
Discharged:  January  12,  1946, 
Address:  Greenup,  Illinois. 


CECIL  E.  CARVER 
Rank:   Private. 

Branch  of  Service:  Engineers,  Army, 
Entered  Service:  May  12,   1942. 
Discharged:  May  20,  1944. 
Address:  Greenup,  Illinois:  Route  2. 


ALVIN  O.  GATHER 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Headquarters  Battery,  436th  Antiaircraft 
Artillery  Battalion. 
Entered  Service:   March  20,   1942. 

Battles:  France,  Rhineland,  Central  Europe,  Algeria-French 
Morocco,  Tunisia,  Sicily,  Rome-Arno. 
Discharged:  October  19,   1945. 
Address;   Route  2,  Toledo,  Illinois. 

HAROLD  C.  CATEY 
Rank:  First  Lieutenant. 
Branch  of  Service:   Marines. 
Enlisted:  August  20,    1943. 
Discharged:    March  20,   1946. 
Address:   Box  114,  Greenup,  Illinois, 


AUGUST  CLARE  CAYLOR 
Rating:   Chief  Boatswain's  Mate. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:  December  29.   1941. 
Battles:   Port  Lyautey,  Arzen  Algeria. 
Vessels:   U.S.S.  LST  308;  U.S.S.  LST  500. 
Discharged:  August  31,    1945, 
Address,   Greenup.  Illinois. 

WILLIAM  F,  CHAMBERS 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  2nd  Battalion,  382nd  Infantry. 
Entered  Service:  October  8,   1942. 
Battles:  Southern  Philippines,  Ryukyus. 
Discharged:  January  18,  1946, 
Address:   Toledo,  Illinois, 


CARL  C.  CHAPMAN 
Rank:  Private  First  Class. 

Branch  of  Service:   Company  1,,  32nd  Armored 
Regiment. 

Entered  Service:  January  16,   1942. 
Served  in  France. 
Discharged:  December  14,    1944. 
Born  in  Casey,  Illinois. 

KENNETH  A.  CHEYEM 
Rank:  Staff  Sergeant. 

Branch  of  Service;    3508th  Army  Air  Forces  Base 
Unit,  Squadron  A. 

Entered  Service:  October   12,  1942. 
Battles:   Rhineland,  Ardennes,  Central  Europe. 
Discharged;  September  21,  1945. 
Address:  Route  #3,  Greenup,  Illinois. 

DALE  L.  CHRYSLER 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:   June   1,  1942. 

Trained:  St,  Louis,  Missouri;  Great  Lakes,  Illinois.  San 
Francisco.  California;  Navy  Hospital  Number  5.  Mare 
Island,  California. 

Vessels:  SS  Henry;   U.S.S.  Renmore. 
Discharged:  October  3,   1945. 
Address:  Route   #4,  Casey,  Illinois. 


VERNON  LUTHER  CISNEY 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Navy. 
Entered  Service:  August  21,  1942. 
Vessel:   U.S.S.  North  Carolina. 
Discharged:  November   13,   1945. 
Address:  Greenup,  Illinois. 


LLOYD  C.  CASSTEVENS 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Squadron  A.,  568th  Army 
Air  Force  Base  Unit. 
Entered  SeTvice:  June  8,  1942. 
Discharged:  November  3,  1945, 
Address:  Neoga,  Illinois. 


RICHARD  LA  VERLE  CLARK 
Rating:  Aviation  Machinist's  Mate  Third  Class. 
Branch  of  Service:  Navy. 
Enlisted;  January  10,   1945. 

Trained:  Chicago,  Illinois;  Springfield.  Illinois;  Memphis, 
Tennessee,  Norman,  Oklahoma;  Lido  Beach,  Long  Island, 
New  York. 

Discharged:  August  23,   1946. 
Address:  Toledo,  Illinois, 


ROLLIE  E,  GATHER 
Rank:   Private. 

Branch  of  Service:   Battery  B.,  27th  Coast 
Artillery  Training  Battalion, 
Entered  Service:  March  20,   1942. 
Discharged:  June  3,   1942. 
Address.    Toledo,  Illinois. 
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WILLIAM  E.  CLARK 
Rank:  Sergeant, 

Branch  of  Service:  27th  Bonnb  Squadron,  30th 
Bomb  Group, 

Entered  Service;  May  28,  1942. 
Discharged:   December  11,  1945. 
Address:   Route  #3,  Toledo,  Illinois. 


HALSEY  H.  CLARK 
Rank:  Wagoner. 

Branch  of  Service:  Company  C.,  3  1  8tb  Engineers. 
Enlisted:  March  18,  1918. 

Battles;    Geraromer  Sector,  Meuse-Argonne. 
Discharged:  June  21,   1919. 
Address:   Toledo,  Hlinois. 


CARL  M.  COLLINS 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:   696th  Engineers 
Pet.  District. 
Enlisted:  June  30.  1944. 
Discharged:   February  12,   1947. 
Address:  Route  #2,  Greenup,  Illinois. 


DONALD  L.  CLASSON 
Rank:   Private  First  Class. 

Branch  of  Service:  Quartermaster  Truck  Company. 
Entered  Service:  April  21,   1941, 
Battles:  Normandy,  Northern  France. 
Discharged:  October  30,   1945. 
Address:  Toledo,  Illinois. 


CARL  W.  CLOSSON 
Rank:  Sergeant, 

Branch  of  Service:  Headquarters  Detachment, 
3rd  Battalion,   129th  Infantry. 
Entered  Service:  April  25,   1941. 
Battles:  Northern  Solomons,  Luzon. 
Discharged:   July  20,   1945. 
Address:   Toledo,  Illinois. 


CLAUDE   H.  CLOUGH 
Rank:  Technical  Sergeant. 

Branch  of  Service:    1466th  Army  Air  Force 
Base  Unit. 

Entered  Service:  March  25,   1940, 
Discharged:  September  30,  1945. 
Address:    110th  East  Jefferson,  Casey,  Illinois. 

WALTER  COEN 
Rank:  Private  First  Class. 

Branch  of  Service;    l6lst  Infantry  Regiment, 
25th  Division. 

Entered  Service:   July  7,  1943. 
Battles:  South  Philippines,  Luzon. 
Discharged:  December  9,  1945, 
Address:  Neoga,  Illinois. 


FREDRICK  W.  COEN 
Rank:  Private  First  Class. 

Branch  of  Service:    1  497th  Engineers  Port  Construction 
Repair  Group. 

Entered  Service:  October  8.   1942. 
Battles:  Luzon,  Ryukyus. 
Discharged:   December  24,   1945. 
Address:  Neoga,  Illinois. 


WILLIAM  DIXON  COEN 
Rating:  Motor  Machinist's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  August  22,  1942. 

Trained:  San  Diego,  California;  Navy  Base  #3011; 
Naval  Base  #3245. 
Vessel:    U.S.S.  LST  461. 
Discharged:  December  14,  1945. 
Address:  Neoga,  Illinois. 


JOHN  J.  COENELL 
Rank;  Technician  Fifth  Grade. 

Branch  of  Service;   Company  F.,  381st  Infantry, 
96th  Division. 

Entered  Service:  October  8.    1942. 
Battles:  Ryukyus,  Southern  Philippines. 
Discharged:   January  10,  1946. 
Address:   Box  6,  Neoga,  Illinois. 


DONALD  E.  COLEMAN 
Rank:   Private  First  Class. 

Branch  of  Service:   Company  L.,  309th  Regiment, 
Intantry. 

Entered  Service:  July  6,   1941. 
Battles:  Germany,  European  Theatre. 
Discharged:  October  6,    1945. 
Address:  Route    #4,  Casey,  Illinois. 


CHARLES  NORMAN  CONNELLEY 
Rating:  Seaman  First  Class. 
Enlisted:  May  11,  1945. 

Trained:   Great  Lakes,  Illinois;  Shoemaker,  California; 
Casco  Bay,  Portland.  RMSCH,  Portland,  Maine. 
Vessel:  U.S.S.  GatUng  (DD  671) 
Discharged:   July  4,   1946. 
Address:  Greenup,  Illinois, 


THOMAS  D.  COMER 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  M.,   115th  Infantry. 
Entered  Service:  March  2,   1943, 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  October  30,   1945. 
Address:  Route  #4,  Casey,  Illinois. 

OLIVER  LYNN  CORBIN 
Rating:  Gunner's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  June   13,   1944. 

Trained:  Great  Lakes,  Illinois;  Fleet  Service  School, 
San  Diego,  California. 
Vessel:  U.S.S.  Heed  (AM  100). 
Discharged:  June  7,  1946. 
Address:   Route  #2,  Greenup,  Illinois. 

JESSE  A.  COOPER 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  March  16,   1945. 

Trained:  Great  Lakes.  Illinois;  HPL-Il  Adm.  Connmander 
Service  Division  101;  Fleet  Service  Small  Craft;  Jinsen  Boat 
Pool. 

Vessel:  U.S.S.  Jason. 
Discharged:  November   12,   1945. 
Address:   Toledo.  Illinois. 


CARL  CHRISTIAN  CORBIN 
Rating:  Torpedoman  Aviation  Third  Class. 
Enlisted:  August  28,   1942. 

Trained:  St.  Louis.  Missouri;  Great  Lakes,  Illinois;  San 
Diego,  California;  Fleet  School,  Cub.  Nine,  Aviation  Repair 
Unit,  Navy  145,  Air  Center  Command,  E  Bon, 
Discharged:  October  8,   1945. 
Address:    110  Grove  Street,  Streator,  Illinois, 


TROY  C.  CORBIN 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Army  Air  Force  Base  Unit. 
Entered  Service:  May  12,  1942. 

Battles:  Southern  Philippines,  Luzon  Campaign. 
Discharged:  January  8,   1946, 
Address:   Route  #2,  Greenup,  Illinois. 


CHARLES  WILLIAM  CORDES 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Ninth  Naval  District, 
U.  3.  r.'-'.'    1  "     '    :  ■.  e  Force, 
Enrolled:  May  31,   1918. 
Discharged:  September  30,   1921. 
Address:   Toledo,  Illinois;  Route  #2. 


CHARLES  L.  CORDES 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:    32nd  Infantry  Regiment. 
Entered  Service:   January  9,   1945. 
Discharged:  November  29,    1946. 
Address:  Route  #2,  Toledo,  Illinois, 


LELAND  S.  COLLINS 
Rank:  First  Sergeant. 
Branch  of  Service:  Company  A.,  79th 
Infantry  Training  Battalion. 
Entered  Service:   March  18,  1941. 
Discharged:  October  13,  1945. 
Address:  Neoga,  Illinois, 


MARSHALL  R.  CORNWELL 
Rank:   Private  Fiist  Class. 

Branch  of  Service:   Company  B.,  309th  Machine  Gun 
Battalion. 

Entered  Service:  April  28,   1918. 

Battles:  Meuse-Argonne,  St.  Mihiel,    Limey  Sector. 
Discharged:  June  9,  1919. 
Address:   Toledo,  Illinois. 
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CLAUDE  COTTERALL 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  C,   156th  Infantry. 
Entered  Service:  November  4,   1943. 
Battles:  Rhineland  Campaign. 
Discharged:   March  Z6,  1946. 
Address:   Route  2,  Toledo,  Illinois. 


CLARENCE  L.  CRAIG 
Rank:   Private  First  Class. 

Branch  of  Service:   33rd  Quartermaster  Company. 
Entered  Service:  April  Z5,   1941. 
Battles:  New  Guinea,  Luzon. 
Discharged:  October  9,   1945. 
Address:   Box  16,  Trilla,  Illinois. 


GENE  LOWELL  COUGILL 
Rating:  Carpenter's  Mate  Third  Class. 
Branch  of  Service;   Navy. 
Enlisted:  November  1,    1944. 
Vessels:  U.S.S.  Belle  Island;  U.S.S.  Ajax. 
Discharged:  October  29,  1947. 
Address:  Greenup,  Illinois, 


DICK  H.  CRAVER 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  H..    Mist  Infantry, 
Entered  Service:  March   14,   1944. 
Battles:  Rhineland.  Central  Europe. 
Discharged:  January  28,   1946. 
Address:  Greenup,  Illinois. 


GLEN  MYRON  COUGILL.  JR. 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  June  7,  1944. 
Trained:  New  Orleans,  Louisiana. 
Vessels:   U.S.S.  South  Dakota;  U.S.S.  Achilles; 
U.S.S.  LSM  4. 
Discharged:   June  18,  1946. 
Address:  Greenup,  Illinois. 


LETHA  JEAN  CRAWFORD 
Rating:   Pharmacist's  Mate   Third  Class. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:  December  7,   1943. 

Trained:   Los  Angeles,  California;  New  York;  NNMC, 
iV'aryland;  San  Diego,  California;   Long  Beach,  California; 
Roosevelt  Base,  California. 
Discharged:   January  iZ,   1945, 
Address:  Neoga,  Illinois. 


EARL  W.  COWGER 
Rank:   Technical  Sergeant. 

Branch  of  Service:    Headquarters  Squadron,  Far  East  Air 
Force. 

Entered  Service:  August  25,   1942. 

Battles:  Southern  Philippines,  Luzon,  Bismarck-Archipelago. 
Discharged:  December  3,    1945. 
Address:  Greenup,  Illinois. 


EARL  L.  COWAN 
Rank:  Private. 

Branch  of  Service:  Casual  Detachment,   1853rd 
Unit,  8th  Service  Command. 
Entered  Service:  September  ZZ,   1942. 
Discharged:   February  26,   1943. 
Address:  Toledo,  Illinois. 


GEORGE  A.  CROSS 
Rank:  Corporal. 

Branch  of  Service:   Medical  Department, 
Camp  Livingston,  Louisiana, 
Discharged:  October  7,   1945. 
Address;  Neoga,  Illinois. 


HARRY  D.  CROSS 
Rank:  Corporal. 

Branch  of  Service:   370th  Army  Air  Force 
Base  Unit. 

Entered  Service:  October  8.  1942, 
Discharged:   February  20,  1946. 
Address:   Neoga,  Illinois, 


WILLARD  RUSSELL  COX 
Rank:  Master  Sergeant. 

Branch  of  Service:  Ordnance  Department. 
Entered  Service:   February  14,   1942. 
Battles:  North  Apennines,  Po  Valley  Campaign, 
Discharged:   May  27,    1945. 
Address:  Jewett,  Illinois. 


CHARLES  V.  CROSS 
Rank:  Private  First  Class. 

Branch  of  Service:   Hon,  Guard  Company,  Headquarters 
Service  Group. 

Entered  Service:  September  29,  1944. 
Battles:   Luzon  Campaign. 
Discharged:  November  15,   1946. 
Address:  Neoga,  Illinois. 


ERNEST  S.  COX 
Rank:  Technician  Third  Grade. 

Branch  of  Service:   Headquarters  and  Headquarters 
Company,  714th  Re.  Operating  Battalion. 
Entered  Service:  May  25,   1944. 
Discharged;   June  2,    1946, 
Address:  Greenup,  Illinois. 


HUGH  W.  CROY 
Rank:   Private. 

Branch  of  Service:   Company  C.,   1 
Infantry. 

Entered  Service:  August  1,   1918. 
Discharged;   June   13,   1919. 
Address;    Toledo,  Illinois. 


LESTER  W.  COX 
Rank:  Staff  Sergeant. 

Branch  of  Service:  420th  Replacement  Company, 
6th  Replacement  Depot. 
Entered  Service:  August  25,   1941, 
Discharged:   January  15,   1946. 
Address:  Route  #2,  c/o  Guy  Carlen.  Greenup,  Illinois. 


JAMES  A.  CURRY 
Rank:  Sergeant. 

Branch  of  Service:  Battery  B.,  42nd 
Coast  Artillery  Battalion. 
Enlisted;   February  17,   1942. 
Discharged:  November  10.   1945, 
Address:   Box  8,  Neoga,  Illinois. 


GOLDEN  E.  COX 
Rank:   Private  First  Class. 

Branch  of  Service:  465th  Coll.  Company,    180  Medical 
Battalion. 

Entered  Service;   March  16,   1943. 

Battles,   Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged,   November   1,    1945. 
Address;  Jewett,  Illinois. 


PAUL  C.  CURRY 
Rank:   Private. 

Branch  of  Service:  Supply  and  Service  Section, 
Headquarters  Company,    l620th  Service  Unit. 
Entered  Service:  August  25,   1942. 
Discharged:  October  27,   1943. 
Address:  Neoga,  Illinois. 


VIRGIL  L.  CRAIG 
Rank:  Private. 

Branch  of  Service;  Company  L.,  260th  Infantry. 
Entered  Service:  November  9,   1944. 
Discharged:  August  8,  1946. 
Address;   Charleston,  Illinois. 


ROBERT  A.  CURRY 
Rank:  Private  First  Class. 
Branch  of  Service:  53rd  General  Hospital. 
Entered  Service;  March  20,   1942. 
Discharged:  November  9,  1945. 
Address:   Box  8,  Neoga,  Illinois, 
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OMER  M.  CURRY 
Rank:   Private  First  Class. 
Branch  of  Service:   38th  Infantry. 
Entered  Service:   December  14,   1943. 
Discharged:  April  14,   1946. 
Address:  Route  #3,  Greenup,  Illinois. 


LEWIS  RILEY  CURTNER 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  October  4,  1944. 

Trained:  Great  Lakes,  Illinois:  Newport,  Rhode  Island. 
Vessels:   U.S.S.  Wyoming;  U.S.S.  Bremerton. 
Discharged:  April  1,   1946. 
Address:   R.F.D.  Toledo,  Illinois. 


TONY  R.  CURTNER 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Company  K.,  31  1st  Infantry 
Regiment,  78th  Division. 
Entered  Service:   June  30,  1944. 
Battles.   Rhineland,  Central  Europe. 
Discharged:  April   I,    1946. 
Address:    I9I6  Wabash,  Mattoon,  Illinois. 


ERNEST  L.  CURTNER 
Rank:  Private  First  Class. 
Branch  of  Service:   Com.  34th  Infantry. 
Entered  Service.  September  29,  1944. 
Battles:  Luzon, 

Discharged:  November  14,   1946. 
Address:  Toledo,  Illinois. 


JOHN  L.  OUTRIGHT 
Rank     Private   First  Class, 

Branch  of  Service:    Battery  D.,   220th  Antiaircraft 
Artillery  Gun   Battalion. 
Entered  Service:   August  25,    1942. 
Battles.    Rhineland. 
Discharged:   January   17,    1945. 
Address:   Route   #2,   Greenup,   Illinois. 


JACK  L.  CUTRIGHT 
Rank:  Corporal, 

Branch  of  Service:  Squadron  A-9,  3505th 
Army  Air  Force  Base  Unit. 
Enlisted:   January  14.   1944, 
Discharged:  November  19,   1945. 
Address:  Greenup,  Illinois. 


JOE  L.  CUTRIGHT 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:    346lst  Ordnance  Man.  Company. 
Entered  Service;   February  14,  1941. 
Battles:   Northern  Solomons. 
Discharged:  June  20.   1945. 
Address:   Route  2,  Greenup,  Illinois. 


RAYMOND  LESTER  CUTTS 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  September  II,  1942, 

Trained:  Corpus  Christi,  Texas;  Norman,  Oklahoma; 
Portland,  Weymouth. 

Vessels:   U.S.S.  Milwukee;  U.S.S.  Chicago. 
Discharged:  October  18,  1945. 
Address:  Toledo,  Illinois. 


WILLIAM  HOWARD  CUTRIGHT 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service;  March  19,   1927. 
Trained:  Great  Lakes.  Ulinois;  Air  Transport 
Squadron  12. 

Discharged:  July  23,   1946. 
Address:  Greenup,  Illinois. 


JOHN  B.  DALTON 
Rank:   Private . 

Branch  of  Service:  Company  B.,  307th  Machine  Gun  Company. 
Entered  Service:    Private. 

Battles:  St.  Mihiel  Offensive,  Meuse-Argonne  Offensive, 
Limey  Sector. 
Discharged:   May  22,  1919. 
Address:  Toledo.  Illinois. 


LENDON  "E"  DARLING 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Ent'     ed  Service:   May  21,  1945. 
T    .iined:  Great  Lakes,  Illinois;  Ship  Repair 
Jase  Navy. 

Discharged:  April  21.  1946. 
Address:  Jewett,  Illinois. 


CALVIN  C.  DARLING 
Rank:  Private  First  Class. 

Branch  of  Service:  Quartermaster  Corps,  54th  Service 
Company. 

Entered  Service:  September  19,   1917. 
Discharged:  July  12,   1919. 

Address:    1010  North  Madison  Avenue,  Los  Angeles, 
California. 


NORRIS  H,  DARLING 
Rank:  Technician  Fourth  Grade. 
Branch  of  Service:   Battery  B.,  209th  Field 
Artillery  Battalion. 
Entered  Service:  July  10,   1942, 
Battles:  Central  Europe,  Aleutian  Islands. 
Discharged:  September  29,   1945. 
Address:  Greenup,  Illinois. 

MORRIS  J.  DASENBOROCK 
Rank:   Technician  Fifth  Grade. 
Branch  of  Service:   569th  Signal  Company. 
Battles:  Southern  France,  Normandy,  Northern  France, 
Central  Europe,  Ardennes,  Rhineland. 
Discharged:  September  22,   1945. 
Address:   Route  #1,  Sigel,  Illinois. 


MAX  "X"  DAUGHERTY 
Rating:  Electrician's  Technician's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted;  July  1,   1943. 

Trained:  Great  Lakes,  Illinois;  Chicago,  Illinois;  Treasure 
Island,  California, 
Discharged:  May  5,   1946. 
Address:  Neoga,  Illinois. 


RICHARD  QUENTIN  DOUGLAS 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Navy. 
Enlisted:  October  25,   1944. 
Trained:  Great  Lakes,  Illinois;  Alameda, 
California. 

Discharged:  January  26,  1948. 
Address:  R.F.D.  #2,  Windsor,  Illinois. 


EARL  D.  DAVIS 
Rank:  Corporal, 

Branch  of  Service;  Quartermaster  Corps. 
Entered  Service:  June   13,   1918. 
Served  in  American  Expeditionary  Forces. 
Discharged:  September  15,   1919. 


MARVIN  B.  DAVIS 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  Service  Company,   1  623rd 
Service  Unit,  Camp  Grant,  Illinois. 
Recalled:  January  15,    1942. 
Discharged:  September  28,   1944. 


DONALD  DALESHIRE 
Rank:   Technician  Fourth  Grade. 

Branch  of  Service:  42nd  Cavalry  Reconnaissance  Troop, 
42nd  Rainbow  Division. 
Entered  Service:   June  23,   1943. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  April  9,   1946. 
Address:  Route  3,  Montrose,  Illinois. 


JESSE  J.  DAVIS 
Rank:   Technical  Sergeant. 

Branch  of  Service:   292nd  Quartermaster  REF 
Headquarters  Company.  Camp  Van  Dorn,  Mississippi. 
Entered  Service:  January  16.   1942. 
Discharged:  December  27,    1944. 
Born  at  Neoga.  Illinois. 
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AUSTIN  D.  DECKKR 
Rank:   Technician  Fifth  Grade. 

Branch  of  Service;  Company  C,   132nd  Engineers 
C  Battalion  . 

Entered  Service:  December  15,    1942. 
Battles:  Southern  Philippines.  Ryukyus,  Bismarck- 
Archipelago.  Western  Pacific. 
Discharged;  November  25,  1945. 
Address:  Jewett.  Illinois. 

ERNEST  R,  DECKER 
Rank:   Private  First  Class. 

Branch  of  Service:   Company  D.,   10th  Tank  Battalion. 
Entered  Service:  March  20,   1942. 

Battles:  Normandy,  Northern  France,  Rhineland,  Central 
Europe,  Ardennes. 
Discharged:  October  18,   1945. 
Address:  Route  #1,  Casey,  Illinois. 


PAUL  C.  DECKER 
Rank:  Private  First  Class, 

Branch  of  Service:  Company  B.,  328th  Medical  Battalion. 
Entered  Service:  July  23,  1942. 

Battles:   Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 

Discharged:  September  28,  1945. 
Address:  Route  1,  Greenup,  Illinois, 

WILLIAM  E.  DECKER 
Rank;  Private  First  Class. 

Branch  of  Service:   Company  A.,   132nd  Infantry,  Army. 
Entered  Service:  April  25,   1941. 

Battles:    Battle  of  Guadalcanal,  Melbourne,  Australia, 
Nounnea,  Tulagi,  Lautoka,  Fiji  Islands, 
Discharged:   December  29.   1943. 
Address:   Toledo,  Illinois. 

GERALD  S.  DEEINO 
Rank;  Sergeant, 

Branch  of  Service;   Headquarters  Detachment 
343,  Service  Battalion, 
Enlisted:  January  30,   1918. 
Discharged:  August  1,    1919. 


WILLIS  F.  DENNY 
Rating:  Musician  First  Class. 

Branch  of  Service;   Headquarters  Company,  35th  Field 
Artillery. 

Entered  Service;  September   19,    1917, 
Served  in  American  Expeditionary  Forces, 
Discharged:   November  15,   1918. 
Address:   Toledo,  Illinois. 


GEORGE  E.  DEPPEN 
Rank;   Private, 

Branch  of  Service:  Army,  Infantry,  Unassigned 
Casual  Section,  Service  Command  Unit. 
Entered  Service:  September  9,   1942. 
Discharged;   February  26.   1943. 
Address:  Brownstown,  Illinois. 


WALTER  M.  DEVALL 
Rank:   Corporal. 

Branch  of  Service:    187th  Medical  Dispensary. 
Aviation. 

Entered  Service;   March  30.   1943. 
Discharged:  March  12.    1946. 
Address.  Greenup,  Illinois. 


LOUIS  A.  DEVALL 
Rank:  Sergeant, 

Branch  of  Service;    Battery  A.,  864th  Antiaircraft 
Artillery  Air  Wing  Battalion, 
Entered  Service:  January  7,   1943. 
Battles:  Eastern  Mandates. 
Discharged:  December   16,   1945, 
Address;  Greenup,  Illinois. 


JAMES  DRAKEFORD 
Rank:   Sergeant. 

Branch  of  Service:    15th  Company,   4th 
Reconnaissance  Battalion,    l62nd  Depot  Brigade. 
Enlisted:   July  14.    1917. 
Discharged:  January  17,    1919, 
Address:  Toledo,  Illinois, 


LEONARD  T.  DETERS 
Rank:  Sergeant. 

Branch  of  Service:    3008th  Quartermaster 
Or,  Reg.  Company, 

Entered  Service:   February  28,   1945, 
Discharged:  December  12,   1946. 
Address:  R.F.D,   1,  Sigel.  Illinois. 

VIRGIL  M.  DETERS 
Rank:    Private  First  Class, 
Branch  of  Service.    3840th  Quarternnaster 
GS  Company. 

Entered  Service;  April  11,  1945. 
Discharged:  October   12,    1946. 
Address.  Sigel,   Illinois, 

WILLIAM  J.  DETERS 
Rank:   Private. 

Branch  of  Service:   Company  H.,  37th 
Infantry. 

Entered  Service;  May  22,  1918. 
Discharged;   March  11.   1919. 
Address:  Sigel,  Illinois. 


RANDALL  B.  DETTRO 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service;   884th  Ordnance  HM  Company, 
ADTO. 

Entered  Service:  June  8,  1942. 
Discharged;  January  16,  1946. 
Address:  Greenup,  Illinois. 


MAX  PHILIPI  DETTRO 
Rating:  Mailman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   January  7,  1942. 
Trained;  Great  Lakes,  Illinois. 
Vessel:    U,S.S.  North  Carolina. 
Discharged:  November  6,   1945. 
Address:   Box  232,  Greenup,  Illinois. 


ROBERT  C.  DILLER 
Rank:  Sergeant. 

Branch  of  Service:    410th  Army  Air   Forr 
Base  Unit,  Los  Angeles,  California. 
Enlisted:   March  3,    1942, 
Discharged:    November  30,   1945. 
Address:  Greenup,  Illinois, 


LEONARD  D.  DILLER 
Rank;  Sergeant, 

Branch  of  Service:   Company  B,  519th 
Military  Police  BaHalion, 
Entered  Service:   January  9,   1945. 
Discharged;   November  18,   1946, 
Address:  Route  #2,  Greenup,  Illinois. 

EARL  F.  DILT2 
Rank;  Technician  Fourth  Grade. 

Branch  of  Service:  742nd  Engineers  Base  Eg.  Company. 
Entered  Service:   December  15,  1943. 
Discharged;  December  13,   1945, 
Address:  800  Marion  Avenue,  Matloon,  Illinois, 


JOSEPH  H.  DITTAMORE 
Rank;   Private  First  Class. 
Branch  of  Service:  2500ih  Army  Air  Force 
Base   Unit. 

Entered  Service:  September  18,    1943, 
Discharged:    February  18.   1946. 
Address:   Route  #2,  Montrose,  Illinois. 


WILLIAM  H.  DITTAMORE 
Branch  of  Service:  Squadron  B..  4185th  Army  Air  Force 
Base  Unit, 

Enlisted;  September  30,  1942, 

Battles;  Southern  France,  Normandy,  Northern  France, 
Rhineland,  Air  Offensive  Europe. 
Discharged:  October   17,   1945. 
Address:  Route  #3,  Casey,  Illinois. 
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FRED  ELWIN  DOOLEY 
Rating;  Pharmacist's  Mate  First  Class. 
Enlisted:  October  12,   1942. 

Trained:  St.  Louis,  Missouri;  Great  Lakes,  Illinois;  San 
Diego,  California;   1st  Corps  Training  Battalion,  Division 
Special  Training  Sd.  Mar,;  28th  Naval  C.   B.  Naval  HospiUl 
San  Diego,  California;  FMF  Headquarters    S  Company,  3rd 
Tank  Battalion,  Division  FMF  28th  N  C  Regiment. 
Vessel:  (SS  688). 
Discharged:  November  17,   1945. 
Address:  Greenup,  Illinois. 


LLOYD  GEORGE  DOOLEY 
Rating:  Torpedoman's  Mate  Second  Class. 
Branch  of  Service:  Nava!  Reserve. 
Enlisted:  January  17,    1942. 
Discharged:  August  31,    1945, 
Address;  Greenup,  Illinois. 


RAY  DUFNSING 
Rank:  Corporal. 

Branch  of  Service:    Headquarters,  assigned   Camp 
Headquarters     #41. 
Entered  Service.   June   19,  1917. 
Served  in  American  Expeditionary  Forces. 
Discharged;    July  19,    1919. 
Address:   Trella,  Illinois. 


CHARLES  J.  DUGAN 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  Battery  D,,  460th  Parachute 
Field  Artillery  Battalion. 
Entered  Service:  November  5,   1942. 
Battles:   Rhineland,  Central  Germany. 
Discharged;  December  11,  1945. 
Address:   903  North  Church  Street,  Decatur.  Illinois. 


ARTHUR  M.  DODDS 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  A.,  309th  Engineers. 
Entered  Service:   February  23,   1918. 
Served  with  American  Expeditionary  Forces. 
Discharged:  July  18,   1919. 
Address:  Toledo,  Illinois. 


HAROLD  L.  DUNN 
Rank;  Private  First  Class. 

Branch  of  Service;  Service  Company,  343rd  Infantry 
Regiment,  86th  Infantry  Division. 
Entered  Service:  February  4,   1943. 
Battles:   Central  Europe, 
Discharged:  March  13,  1946. 
Address:   Box  133,  Greenup,  Illinois. 


JOHN  DONOHUE 
Rank:   Private. 

Branch  of  Service:  Company  C,  325th  Infantry. 
Served  in  American  Expeditionary  Forces. 
Discharged:  May  21.   I9I9. 
Address:   Toledo,  Illinois. 


CHARLES  A.  DOUGLAS 
Rank:  Sergeant. 

Branch  of  Service:  483rd  Squadron. 
Entered  Service;  July  31,   1917. 
Discharged:   February  28,  1919. 
Address:  Champaign,  Illinois. 


CLYDE  E.  DREMAN 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted.  June   30.   1944. 

Trained:  Great  Lakes,  Illinois.  Solomons, 
Maryland. 
Vessel:   U.S.S.  LCS, 
Discharged.  June  25,   1946. 
Address,  Neoga,  Illinois. 


ELDA  A.  DRENNAN 
Rank:   Private, 

Branch  of  Service:   Company  E.,  209th 
Engineers. 

Entered  Service;  July  31,  1918. 
Discharged:  February  3,  1919. 
Address:   Neoga,  Illinois. 


WILLIAM  A.  DRENNAN 

Rank:    Corporal. 

Branch  of  Service:  Army  Air  Force  Base  Unit,  Selfridge 

Field,  Michigan. 

Entered  Service:  September  29,  1942. 

Battles:  Algeria-French  Morocco,  Tunisian,  Sicilian, 

Naples-Foggia,  Rome-Arno,  North  Apennines,  Po  Valley, 

Southern  France. 

Discharged:  September  2,   1945, 

Address:    Box  146,  Neoga,  Illinois. 


GARLAND  EUGENE  DUNN 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted;  June  7,  1944. 

Trained:  Great  Lakes,  Illinois;  Norfolk, 
Virginia. 

Vessel;  U.S.S,  Hanna, 
Discharged:  June  7,   1946. 
Address;  Greenup,  Illinois. 


CLIFFOrvU  E.  DUVALL 
Rank     Technician  Fifth  Grade. 

Branih  o(  Service     Headquarters  Company,  3rd  Battalion, 
32nd  Armored  Regiment. 
Entered  Service:   July  25.    1941. 

Battles:   Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe, 
Discharged    October  3,   1945, 
Address;   Toledo,  Illinois. 


EVERETT  R.  DUVALL 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  A..  7  1  6th  Railroad  Operating 
Battalion. 

Entered  Service:  December  15,  1943. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  November  30,  1945, 
Address:   Box  225,  Casey,  Illinois. 


CURTISS  L.  DUVALL 
Rank:  Private  First  Class. 

Branch  of  Service:  Battery  B.,   13th  Field  Artillery  Battalion. 
Entered  Service:  September   18,  1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:   November  7,  1945. 
Address:  Greenup,  Illinois, 


GERALD  M.  DUVALL 
Rank:   Private. 

Branch  of  Service:   Field  Artillery  Headquarters 
Connpany,   129th  Regiment. 
Entered  Service;  October  14,  1943. 
Battles:  Campaigns  of  Luzon. 
Discharged:  November  I,   1945, 
Address:  Greenup,  Illinois. 


LEWIS  DRUM 
Rank:    Private. 

Branch  of  Service:  Company  H., 
Camp  Custer,  Michigan, 
Entered  Service     May  28,   1918. 
Discharged:   June  24,   1919. 
Address.   Toledo,  Illinois. 
Deceased. 


I  0th  Infantry, 


BERNARD  L.  EAGLESON 
Rank;   Private  First  Class. 

Branch  of  Service:   Company  C,  27th  Engineers  Constructic 
Battalion. 

Kntered  Service.  September  2,   1942. 
Battles:  Lu'.on,  Southern  Philippines,  New  Guinea. 
Discharged:  January  5,   1946. 
Address:   Box  32,  Toledo,  Illinois. 
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LORIS  B.  EASTON 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Company  A.,  88th  Engineers  Battalion. 
Entered  Service:  July  31,   1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 

Discharged:  November  12,   1945, 
Address;  Route  2,  Toledo,  Illinois. 


ARTHUR  T.  ELLIS 
Rank:  Private. 

Branch  of  Service:  4th  Connpany,   1st  Ing.  Battalion 
l6lst  Depot  Brigade,  Camp   Grant,  Illinois. 
Entered  Service:  Septennber  I,    1918. 
Discharged:   January  2,   1919. 
Address:  Neoga,  Illinois, 


DONALD  DEAN  EASTON 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  October  18,  1944. 
Trained:  Great  Lakes,  Illinois;  Little 
Creek,  Virginia. 
Vessel.   U.S.S.  LCI  (G)   194. 
Discharged:  July  19.   1946. 
Address:  Route  #4.  Mattoon.  Illinois. 


KERMIT  DELNO  EASTON 
Rating:  Aviation  Machinist's  Mate  Second  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:   January  29,   1942. 

Trained:  Great  Lakes,  Illinois;  Chicago,  Illinois;  Philadelphia, 
Pennsylvania;  San  Francisco,  California;  Los  Angeles, 
California;  Iowa  City,  Iowa;  St.  Louis,  Missouri;  Faircen» 
Coronado  Naval  Training  Station  Annex;  CASU  F  45. 
Discharged:  December  7,  1945. 
Address:  c/o  Wayne  Printz,  Montrose,  Illinois. 


PALMER  V.  EASTON 
Rank:   Technician  Fifth  Grade. 
Branch  of  Service:  9207  TSU  Operation 
Detachment. 

Entered  Service:  March  20,  1942. 
Battles:  Aleutian  Islands. 
Discharged:  October  7,  1945. 
Address:  Greenup,  Illinois. 


AUSTIN  DALE  EASTON 
Rating:   Coxswain. 
Branch  of  Service:  Navy. 
Enlisted:  January  27,   1942. 
Discharged;  April  17,   1945, 
Address:   Greenup,  Illinois. 


GEORGE  MARSHALL  EGGERS 
Rating:  Gunner's  Mate  Second  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted     June  23.    1942. 

Trained:  Great  Lakes,  Illinois;  Little  Creek,  Virginia; 
Brooklyn,  New  York;  Norfolk,  Virginia;  RBAG  Pool,  Navy 
13S;  AGS  Shelton,  Norfolk,  Virginia;  AGC  New  Orleans, 
Louisiana. 

Vessels:  SS  Colorado;  SS  Ponce;  SS  F.   B.  Linderman; 
SS  River  Raisin;  SS  Cottonwood  Creek. 
Discharged:   December  7,    1946. 
.Address:  Toledo,  Illinois. 


JOHN  TURNER  ELSON 
Rank:  Corporal. 

Branch  of  Service;   Headquarters  and  Headquarters 
Squadron,  319th  Bonnb  Training  Group. 
Entered  Service;   July  20,   1942. 
Discharged:   January  14,   1944. 
Address:  Neoga,  Illinois. 


HOWARD  A.  ESTES 
Rank:  Private  First  Class. 

Branch  of  Service;  Cannon  Company,  186th  Infantry. 
Entered  Service:  September  18,   1942. 
Discharged:  January  5,   1946. 
Address:   3420  Marshall  Avenue,  Mattoon,  Illinois. 


RALPH  H.  EVANS 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:    Headquarters    Battery,    3rd   Field 
Artillery  Replacement  Training  Center. 
Entered  Service:  August  12,   1943. 
Discharged:  October  5,   1945. 
Address;   Toledo,  Illinois. 


MILLARD  E.  EVERHART 
Rank:  Corporal. 

Branch  of  Service:   M.  Company,  Demobilization 
Detachment. 

Entered  Service;  September  5,  1918. 
Discharged:  February  25,   1919. 
Honne  Address:  Toledo,  Illinois. 


DONALD  R.  EWART 
Rank:  Corporal. 

Branch  of  Service:  Company  C,  606th 
Tank  Destroyer  Battalion. 
Entered  Service:   December  14,  1943. 
Discharged:  January  29,  1946. 
Address:  Greenup,  Illinois. 


LAVERL  FAULKNER 
Rating:  Boatswain's  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  27,   1942. 

Trained:  Great  Lakes,  Illinois;  Chicago,  Illinois;  Brooklyn, 
New  York;  Shelton,  Virginia;  Armed  Guard  School,  Shelton, 
Virginia. 

Discharged;  September   15,   1945. 
Address:  Greenup,  Illinois. 


KENNETH  N.  EGGERS 
Rank:   Technician  Fifth  Grade. 

Branch  of  Service:  Headquarters  Company,  78th 
Infantry  Division. 

Entered  Service:  January  19,   1944. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  May  22,   1946. 
Address:  Route  S3,  Toledo,  Illinois. 


CHARLES  D.  FASBENDER 
Rank:  Private  First  Class. 

Branch  of  Service;   Training  E,,  25th  Cavalry  Reconnaissance 
Squadron. 

Entered  Service:   February  4,   1942, 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland. 
Central  Europe. 
Discharged:  October  28,  1945. 
Address:  Sigel,  Illinois. 


LEVI  J.  ELLIOTT 
Rank:  Private  First  Class. 

Branch  of  Service:  Headquarters  29th  Bomb  Squadron. 
Entered  Service:  July  26,  1944. 

Battles:  Eastern  Mandates,  Air  Offensive  Japatu 
Discharged:  August  16,  1946. 
Address:  Route  #4,  Mattoon,  Illinois, 


WARREN  I.  FERRIS 
Rank:  Staff  Sergeant. 

Branch  of  Service;  Company  E.,  415th  Infantry, 
Entered  Service:  March  20,   1942. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  November  30,   1945. 
Address:  Route  2,  Neoga,  Illinois. 


JOHN  C.  ELLIOTT 
Rank:  Private  First  Class. 
Branch  of  Service:    103rd  Quartermaster. 
Enlisted:  September  4,  1942. 
Battles;  Naples-Foggia,  Rome-Arno. 
Discharged;  November  7,  1945. 
Address:  Box  164,  Toledo,  Illinois. 


JOSEPH  H.  FELDHAKE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  60th  Bomb  Squadron  VH. 
Entered  Service:  January  23,  1942. 
Battles:  Air  Offensive  Japan. 
Discharged:  December  24,  1945. 
Address:  Rural  Route,  Sigel,  Illinois. 
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HUGO  S.  FINK 
Rank:   Private, 

Branch  of  Service:   Provost.  Guard  Company. 
Entered  Service:  September  5,   1918. 
Discharged:  March  14,   I9I9. 
Address:  Sigel,  Illinois. 


HAROLD  J.  FLOOD 
Rank:  Technical  Sergeant. 

Branch  of  Service:    1  29th  Infantry,   37th  Division. 
Entered  Service:  April  15,   1942. 
Battles:  Northern  Solomons,  Luzon. 
Discharged:  December  21,   1945. 
Address:  Route  #1,  Jewett,  Illinois. 


RALPH  D.  FITCH 
Rank:   Private. 

Branch  of  Service:  6th  Discharge  Detachment. 
Enlisted:  December  15,   1917. 

Left  United  States  for  American  Expeditionary  Forces 
February  26,   1918;  returned  to  United  States  December 
4,   1918. 

Discharged:  Decennber  24,  1918. 
Address:  Greenup,  Illinois. 


WALTER  E.  FITCH 
Rank:  Private. 

Branch  of  Service:  Detachment  Medical  Department 
Camp  Hospital. 

Entered  Service:  September  5,   1918. 
Discharged:   June   17,   1919. 
Address:   Toledo,  Illinois. 


VERNON  R.  FOGLEMAN 
Rank:  Private  First  Class. 

Branch  of  Service:    1387th  Army  Air  Force  Base  Unit. 
Entered  Service:  December  28,   1942. 
Discharged:  July  13,   1945. 
Address:  95th  Adams  Avenue,  Evansville,  Indiana. 


VICTOR  D.  FOGLEMAN 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  B.,   1345th  Engineers. 
Enlisted:  August  2,   1940. 
Battles:   Ryukyus. 
Discharged:  December  27,   1945. 
Address:  Greenup,  Illinois. 


BRUCE  L.  FITZPATRICK 
Rank:  Private  First  Class. 

Branch  of  Service:  553rd  Antiaircraft  Artillery 
Automatic  Weapons  Battalion. 
Entered  Service:  February  22,   1943. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:   January  26,    1946. 
Address:  Route  #2,  Greenup,  Illinois. 


DALE  FITZPATRICK 
Rank:  Private  First  Class. 
Branch  of  Service:  378th  Service  Squadron. 
Entered  Service:  April  2,   1942. 
Discharged:  December  19,   1945. 
Address:  Route   1,  Casey,  Illinois, 


BETTY  L.  FREELAND 
Rank:   Private. 

Branch  of  Service:    1473th  Service   Command   Unit. 
Separation  Center  Detachment. 
Enlisted:    March  24,    1945. 
Discharged;  March  1,   1946. 
Address:  422  Forrest  Street.    Hattiesburj^.  Mississippi , 


EVERETT  M.  FREEMAN 
Rank:  Master  Sergeant. 

Branch  of  Service:  Cannon  Company,  I  82nd 
Infantry  Regiment. 

Entered  Service:  September  22,  1941. 
Battles:  New  Guinea. 
Discharged:  Decennber   II,  1945. 
Address:  c/o  John  Freeman,  Toledo,  Illinois. 


HERBERT  W.  FLANNERY 
Rank:   Private. 

Branch  of  Service:  Machine  Gun  Company  of  the 
4th  Regiment  of  Infantry, 
Enlisted:  May  25,   1917. 
Discharged:  August  18,   1917. 
Address;  Dietrich,  Illinois. 


GLEN  P.  FLARDAY 
Rank:   Technician  Fourth  Grade. 
Branch  of  Service:    121st  Station  HospiUl. 
Entered  Service:  June  5,   1942. 
Discharged:  October  8,    1945. 
Address:   Hidalgo,  Illinois. 


ALBERT  J.  FLEMING 
Rank:    Private. 

Branch  of  Service;  Company  H. .   130th  Infantry. 
Enlisted:  August  14,  1917. 

Battles:  Meuse-Argonne  Offensive,  Sonne  Amiens  Sector, 
Army  of  Occupation. 
Discharged:  May  31,   1919. 
Address:  Neoga,  Illinois, 


WILLIAM  ELLWOOD  FREEMAN 
Rank:  Corporal. 

Branch  of  Service:  Motor  Transportation  Corps,  Company 
F..  W.  T.  T.  302. 
Entered  Service:  June   13,   1918. 

Served  in  France;  left  United  States  for  foreign  service  on 
October  14,   1918.  arrived  in  United  States  June  30,  1919, 
Discharged:  July  9,  1919. 
Address:  Greenup,  Illinois. 


RUSSELL  L.  FREEMAN 
Rank:  Technician  Fifth  Grade, 

Branch  of  Service:  Connpany  B.,  6th  Et.   Battalion, 
Engineers  Training  Center,  Fort  Belvior,  Virginia. 
Entered  Service:  October  27,  1945. 
Discharged:  December  16,   1946. 
Address:  Greenup,  Illinois. 


JOHN  K.  FREEMAN 
Rank:  Private  First  Class. 
Branch  of  Service:  Connpany  I,  325th 
Gliders  Infantry. 

Entered  Service:  November   13,   1944. 
Battles:   Central  Europe. 
Discharged:  March  9,   1946. 
Address:  Greenup,  Illinois. 


JASPER  J.  FLETCHER 
Rank:  Staff  Sergeant. 

Branch  of  Service:   Company  E.,  381  st  Infantry 
Entered  Service:  October  8,  1942. 
Battles:  Southern  Philippines. 
Discharged:   November  18,    1945. 
Address:   Box  84,  Trilla.  Illinois. 


FLOYD  FREYBURGER 
Rank:   Private  First  Class. 

Branch  of  Service:    130th  Infantry,  Company  H. 
Enlisted:  January  5,   1917. 

Battles:  Meuse-Argonne  Offensive,  Army  of  Occupation. 
Discharged:  May  31,  1919. 
Address:   Toledo,  Illinois. 


LOVELL  L,  FLETCHER 
Rank:   Private  First  Class. 

Branch  of  Service:   Company  F..  317th  Infantry. 
Entered  Service:  September  25,    1943. 
Battles:  Northern  France,  Rhineland. 
Discharged:   January  6,   1946. 
Address;   Box  84,  Trilla,  Illinois. 


RONO  FRISY 
Rank;   Technician  Fifth  Grade. 
Branch  of  Service:  Company  A., 
Entered  Service:  November  27, 
Battles:  Aleutian  Islands. 
Discharged:  October  1,   1945. 
Address:   Route  #7,  Box  517,   Terry  Haute.  Indiana. 


1  51st  Engineers. 
1941, 
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KENNETH  G.  FRITTS 
Rank:   Private  First  Class. 
Branch  of  Service:  78th  Arnny  Air  Force 
Base  Unit. 

Enlisted:  January  14,   1944, 
Discharged;  November  2,  1945. 
Address:  Greenup,  Illinois. 


JOHN  HENRY  FRITTS 

Rating:  Seaman  First  Class. 

Branch  of  Service:  Naval  Reserve. 

Entered  Service:  November  23,   1943. 

Trained:  Chicago,  Illinois;  Great  Lakes,  Illinois:  Camp 

Bradford,  Virginia;  Newport,  Rhode  Island;  Cleveland, 

Ohio. 

Vessels:  U.S.S.  Susan  B,  Anthony;   U.S.S.  Mona  Island. 
Discharged:  December  23,   1945. 
Address:   Route  #3,  Toledo,  Illinois, 


ROLUN  L.  FRIZZELLE 
Rank:  Private. 

Branch  of  Service:   Headquarters  and  Headquarters 
Squadron,  8th  Air  Force, 
Entered  Service:   June   14,   1944, 
Discharged:  January  2,   1946. 
Address:  Route  if  I.  Toledo,  Illinois. 


JESSE  GORDON 
Branch  of  Service:  Company  B., 
Infantry,  1st  Battalion. 
Served  as  Gas  Instructor. 
Rank:  Sergeant. 


HOWARD  RAYMOND  GORDON 
Rating:  Aviation  Machinist's  Mate  Third  Class, 
Enlisted:  December  11,   1942, 

Trained;  Lake  City.  Florida.  Shore  Patrol  DAX.  Florida, 
Served  as  mechanic  and  radar  operator  on  various  missions 
along  both  coasts  of  the  United  States. 
Employed  by  the  Indiana  Air  National  Guard  near  Fort 
Wayne.  Indiana  as  mechanic. 
Discharged:  June  14,  1946. 
Address.  Route   1,  Neoga.  Illinois. 


JOHN  W.  GOBLE 
Rank:   Private  First  Class. 

Branch  of  Service:   547th  Medical  Amphibious  Company 
Motor, 

Entered  Service:  August  24,   1942. 
Battles:  Rhineland,  Central  Europe, 
Discharged:  December  13,  1945, 
Address;  2521   North  Wayne  Avenue,  Chicago,  Illinois. 


WALTER  LEMAN  FRIZZELLE 
Rating:  Sean^an  Second  Class. 
Branch  of  Service:  Navy. 

Trained    Great  Lakes,  Illinois;  Shoemaker,  California. 
Discharged:  June  21,   1945. 


GEORGE  F.  FULLER 
Rank:  Sergeant. 

Branch  of  Service:  Medical  Detachment,  Lawson  GH. 
Entered  Service:  February  Z2.,   1943. 
Discharged;   March  27,   1946. 
Address:  Route   1,    TriUa.  Illinois. 


DANIEL  A,  GABLE 
Rank.   Private. 

Branch  of  Service:  Company  H.,   32nd  Infantry. 
Entered  Service:   May  22,   1918. 
Discharged:  January  24.   1919. 
Address:  Toledo,  Illinois. 


STEWART  G,  GADDIS 
Rank:  Private  First  Class. 

Branch  of  Service:   Battery  B.,  93rd    Armored  Field 
Artillery  Battalion. 
Enlisted:  March  27,   1942. 

Battles:  Naples-Foggia,  Rome-Arno,  Southern  France, 
Rhineland,  Central  Europe. 
Discharged:  November  3,   1945, 
Address;  Neoga,  Illinois. 


ALBERT  GARLAND  GADDIS 
Rank:  Private  First  Class. 

Branch  of  Service:   United  States  Marine  Corps. 
Enlisted:   May  14,  1944. 
Battles:   Iwo  Jima,  Volcano  Islands. 
Discharged:  February  22,  1946. 
Address:  Neoga,  Illinois, 


LAWRENCE  A,  GAMBILL 
Rank;   Private  First  Class, 

Branch  of  Service:   Headquarters,    i  Oi^Sth  Engineers 
Port  Construction  and  Repair. 
Entered  Service:  October  3,   1942. 

Battles:  European-African-Middle  Eastern  Theatre, 
Discharged:  October  5.  1945. 
Address:  Greenup,  Illinois. 


CALVIN  H.  GASTON 
Rank:  Private  First  Class. 

Branch  of  Service:  Cn.  Company,  351st  Infantry, 
Entered  Service:  April  26,  1944. 
Battles:  Po  Valley. 
Discharged:  November  14,   1945. 
Address:  Montrose,  Illinois. 


DONALD  E.  GENTRY 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  40th  Infantry  Division,    l64th 
Field  Artillery  Battalion. 
Entered  Service;  November  9,   1944. 
Battles:  Southern  Philippine  Liberation. 
Discharged:  October  31,  1946. 
Address:   Toledo,  Illinois. 


LYLE  W.  GENTRY 
Rank:  Sergeant, 

Branch  of  Service:  Company  F,.  159th  Infantry. 
Entered  Service:  April  15,   1942. 
Battles:  Northern  France,  Central  Europe. 
Discharged:  December  10,   1945, 
Address:  Route  #2,  Montrose,  Illinois. 


WILLIAM  E.  GENTRY 
Rank:  Private  First  Class, 

Branch  of  Service:  Company  M,,   15th  Infantry. 
Entered  Service:  July  7,  1943. 
Battles:  Rome-Arno,  Rhineland. 
Discharged:  December  5,  1945. 
Address:  Neoga,  Illinois, 


BOBBIE  DEAN  GENTRY 

Rating:  Seaman  First  Class. 

Branch  of  Service:  Naval  Reserve. 
Entered  Service:  January  5,   1945. 

Trained:  Great  Lakes,  Illinois. 

Vessels:  U.S.S.  Mindanao;   U,S,S.   FC.   1253. 

Discharged;  July  25,  1946. 

Address:  Route  §1,  Greenup,  Illinois. 


RAY  GLENN 
Rank:  Private  First  Class. 

Branch  of  Service:  301st  Arnny  Air  Force  Base  Unit. 
Entered  Service:  December   14,    1943. 

Battles:  Northern  France.  Rhineland,  Central  Europe. 
Discharged:  January  3,   1946, 
Address;  Greenup,  Illinois, 


LOWELL  WILSON  GORDON 
Rating:  Aviation  Metalsmith  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  December  15,  1942. 
Trained:  Norman,  Oklahoma;  Headquarters 
Fleet  AirWing  11. 
Discharged:  October  21,  1945. 
Address:   Toledo,  Illinois, 


HERMAN  C.  GLENN 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  24th  General  Hospital. 
Entered  Service:  January  16,   1942. 
Battles:   Rome-Arno,  Northern  Apennines, 
Discharged:  Novennber  4,   1945. 
Address     Route  2,  Greenup,  Illinois. 
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WILLIAM  H.  GLIDENWELL 

Branch  of  Service:  Coast  Artillery  Radar 

Division. 

Entered  Service:   January  51,   1942. 

Served  in  Ireland,  Africa,  Italy. 
Awarded.  Four  Battle  Stars. 
Discharged:  May  26.   1945. 
Address:   Harel  Dell,  Illinois. 


HAROLD  D,  GREEN 
Rank:  Sergeant. 

Branch  of  Service:  8th  Air  Force, 
316th  Bomb  Wing. 

Entered  Service:  September  22,  1941. 
Discharged:  December  22,   1945. 
Address:  Route  #3,  Greenup,  Illinois. 


WILLIAM  H.  GLIDEWELL 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Conripany  B.,  337th  Engineers  Company 
Battalion. 

Entered  Service:  January  31,  1942. 

Battles:   Tunisian,  Naples-Foggia,  Rome-Arno  Campaigns. 
Discharged:  May  26,  1945. 
Address:  Hazel  Dell,  Illinois. 


DONALD  K.  GLIDEWELL 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  201st  Ordnance  Depot  Company. 
Entered  Service:  February  21,   1941. 

Battles:  Naples-Foggia,  Rome-Arno,  Southern  France, 
Central  Europe,  Rhineland. 
Discharged:  October  8,  1945. 
Address:  Box  272,  Toledo,  Illinois. 


JOSEPH  W.  GRAHAM 
Rank:  Technician  Fourth  Grade. 
Branch  of  Service:  Company  L..  382nd  Infantry. 
Entered  Service:  October  8,  1942, 

Battles:  PhiUppine  Defense,  Southern  Philippine  Liberation, 
Ryukyus. 

Discharged:  December  25,   1945. 
Address:  Box  16,  Hazel  Dell,  Illinois. 


BERNARD  N.  GRAHAM 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:    3730th  Quartermaster  Truck  Company, 
Entered  Service:  March  8,  1943. 
Battles;  Central  Burma,  India-Burnna. 
Discharged:  Octobei  26,  1945. 
Address:   Toledo,  Illinois. 


MARION  W.  GRAY 
Rank:  Staff  Sergeant. 
Entered  Service:  December  2,   1942. 
Branch  of  Service.   2nd  Air  Force. 
Served  on  Hawaiian  Islands,  Guam;  joined  the  20th 
Air  Force,   3 1  5th  Bombing  Wing,  331st  Bomb  Group. 
Returned  to  States;  February  7,    1946. 
Discharged:  February  14.   1946,  Jefferson  Barracks, 
Missouri. 

Re-enlisted  at  Chanute  Field.  Illinois  January  9,   1948  on 
a  three  year  enlistment.  Now  assigned  as  a  Instrument 
Instructor  at  Chanute. 


CHARLES  I.  GRAY 
Rank:  Chauffeur. 

Branch  of  Service:  9th  Balloon  Company. 
Enlisted:  August  21,  1917. 

Battles:  Tant  Sector,  IWchl,  Meuse-Argonne,  Verdun. 
Discharged:   May  20       1919. 
Born  in  Jewett,  Illinois. 


ROBERT  M.  GRAY 
Rank:   Private. 

Branch  of  Service:  Company  B.,   I62nd  Infantry. 
Entered  Service:  June  24,   1918. 
Discharged:  March  8,   1919. 
Address:  Jewett,  Illinois. 


WALDON  L.  GREEN 
Rank;  Corporal. 

Branch  of  Service;  383rd  Fighter  Squadron. 
Entered  Service:   December  30,  1941. 
Discharged:  November  13,   1945. 
Address:   Box  234,  Greenup,  Illinois. 


THOMAS  F.  GRESSEL 
Rank:  Wagoner, 

Branch  of  Service:  Supply  Connpany,  10th  infantry. 
Entered  Service;  May  28,   1918. 
Discharged:  May  23,   1919. 
Address;   Toledo,  Illinois. 


WILLIAM  HENRY  GRESSEL 
Rank:  Private. 

Branch  of  Service:  Company  C,  42nd 
Machine  Gun  Battalion, 
Entered  Service:  May  28,  1918. 
Discharged:  January  13,   1919, 
Address;  Greenup,  Illinois. 


MARION  F.  GREESON 
Rank:  Corporal. 

Branch  of  Service:    1976th  Quartermaster 
Truck  Company, 

Entered  Service:  January  22,  1945. 
Discharged:  July  6,  1946, 
Address:  Neoga,  Illinois. 


SIDNEY  V.  GREESON 
Rank:  Corporal. 

Branch  of  Service:  Headquarters  Squadron, 
Pacific  -  United  States. 
Enlisted:  November  22,   1943. 
Discharged:  May  21,  1946. 
Address:  Box  ll6,  Neoga,  Illinois. 


ERNEST  A.  GREESON 
Rank:  Captain. 

Branch  of  Service:    1st  Communications 
Squadron  Air  Forces. 
Entered  Service:  June  22,  1943. 
Discharged:  April  20,   1947. 
Address:  Neoga.  Illinois, 


EURIS  E,  GREESON 
Rank:  Private  First  Class. 
Branch  of  Service:  Army  Service  Corps, 
Entered  Service:   February  23,  1918. 
Served  in  American  Expeditionary  Forces. 
Discharged;  July  25,   1919. 
Address:   Toledo,  Illinois. 


JOHN  B.  GREESON 
Rank:  Private. 

Branch  of  Service:  Motor  Transport  Company  344. 
Enlisted:  May  28,   1918. 

Battles;  Heavy  23  T.  Exp.  Journeynecesor. 
Discharged;  June  6,  1919. 
Born  in  Greenup,  Illinois. 


ERNEST  GRAYSON 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Squadron  E.,  3505th  Army 
Air  Force  Base  Unit. 
Enlisted:  October  5,  1942. 
Battles:  Normandy,  Air  Offensive  Europe. 
Discharged:  October  8,  1945. 
Address:  R.F.D.  #1,  Trella.  Illinois. 


FRED  L.  GREESON 
Rank:   Private  First  Class. 

Branch  of  Service;   Headquarters  Detachnnent,  1st 
Infantry  Training  Reginnent,  Camp  Wheeler,  Georgia, 
Army. 

Entered  Service:  October  27,  1942. 
Discharged:  May  8,  1945. 
Address:   Box  1,  Toledo,  Illinois.  ' 
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VIRGIL  H.  GRIFFITH 
Rank:   Private  First  Class. 
Branch  of  Service:  Army,     Company  C,, 
385th  Infantry. 

Entered  Service:  June  25,    1942. 
Discharged:  October  22,  1943; 
Address;  Greenup,  Illinois. 


JOHN  FRANKLIN  H.A.CKLEY 
Rating:  A.  C.  M.  Third  Class. 
Branch  of  Service:  Navy. 
Enrolled:  August  22.   1921. 
Discharged:  September  29,   1921. 
Address:   Trella,  Illinois. 


ELWOOD  F.  GRISSOM 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  H.,  422nd  Infantry 
Regiment,   1  06th  Division. 
Entered  Service:  November  9,  1944. 
Battles:  Northern  France. 
Discharged:  April  20,  1946. 
Address:  Route  #1,  Greenup,  Illinois. 


DEAN  C.  GRISSOM 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  B.,   101st  Military 
Police  Battalion. 

Entered  Service:  November  9,   1944, 
Discharged:  November  27,    1946. 
Adjiress:  Jewett,  Illinois. 


WILLIAM  JAMES  GRISSOM 
Rating:  Storekeeper  Disbursing  Third  Class. 
Branch  of  Service:  Marine  Reserve. 
Enlisted:  February  6,  1945. 

Trained;  Springfield,  Illinois;  Great  Lakes,  Illinois; 
Shoemaker,  California;  Lido  Beach,  Long  Island,  New  York. 
Vessels:   U.S.S.  Alaska;  U.S.S.  Guam. 
Discharged:  August  8,   1946. 
Address:  Toledo,  Illinois. 


RAYMOND  HACKLEY 
Serial  Number:  36439845. 

Entered  Service:  December  28,  1942,  Scott  Field,  Illinois. 
Branch  of  Service:  Army  Air  Force, 

Trained:  St.  Petersburg,  Florida;  served  with  595th  Bomb 
Group  as  an  Airplane  Mechanic  in  California  and  Washington. 
Embarkation:  October  21,   1943  to  England  where  served  with 
Eighth  Air  Force;  transferred  to  Air  Service  Connmand. 
Returned  to  States:  December  9,  1945. 

Awarded:  4  Overseas  Service  Bars,   1  Service  Stripe,  African 
Middle  Eastern  Ribbon,  Good  Conduct  Medal,  Victory  Medal. 
Discharged:  Camp  Grant,  Illinois. 
Address:  4192  East  Steele   Plainview,  Wichita.  Kansas. 


DAVID  HAGA 
Rank:   Private  First  Class. 

Branch  of  Service;  Company  K.,  i50th  Infantry. 
Entered  Service:  February  9,  1944, 

Battles:   Rome-Arno,  Northern  Apennines,  Po  Valley. 
Discharged:  October  21,   1945. 
Address:  Greenup,  Illinois. 


DAVID  HAGA 
Rank:  Private  First  Class. 
Branch  of  Service:  Headquarters  Company, 
1st  Battalion.  7th  Infantry. 
Entered  Service:  October  22,  1945, 
Discharged:  December  6,   1946. 
Address:  Greenup,  Illinois. 


NELSON  GRISSOM 
Rank:   Private. 

Branch  of  Service:  Company  Detachment,  186lst  Unit 
8th  SC,  Camp  Joseph  T.  Robinson,  Arkansas. 
Entered  Service:  August  25,   1942. 
Discharged:   March  8,   1943. 
Address:  Toledo,  Illinois. 


RALPH  WALDO  GREESOM 
Rating:   YLC. 

Branch  of  Service:  U.S.S.  9th  Naval  District, 
Naval  Reserve. 
Enlisted:  November  19,   191". 
Discharged:  September  30,    I92I. 
Address:   Toledo,  Illinois. 


HENRY  L.  GRESENS 
Rank:  First  Lieutenant. 

Entered  Service:  July,   1943;  Chicago,  Illinois. 
Branch  of  Service:  Army,  Federal  Service;  assigned  to  the 
Sixth  Service  Command  at  Camp  Ellis,  Illinois;  transferred 
to  the  Fifth  Service  Command  at  Camp  Atterbury,  Indiana, 
assigned  to  Medical  Department  Replacement  Pool  at  Billings 
General  Hospital,  Fort  Benjamin  Harrison,  Indiana. 
Placed  on  "'inactive  status"  at  Fort  Sheridan,  Illinois. 
Discharged:  December  28,   1944, 
Address:   Toledo,  Illinois. 


GILBERT  HALL 
Rank:  Technician  Third  Grade, 
Branch  of  Service:  Headquarters  Battery, 
284th  Field  Artillery. 
Entered  Service:  June   14,  1944. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  May  4,   1946. 
Address:  Toledo,  Illinois. 


JAMES  HOWARD  HALLETT 
Rating:  Storekeeper. 
Branch  of  Service;  Naval  Reserve, 
Enlisted:   January  16,  1942. 

Trained:  Naval  Air  Station,  Bermuda  FI  Airships  Lant, 
Naval  Air  Station,  Lakehurst,  New  Jersey. 
Discharged:  October  19,   1945. 
Address:  904  Regal  Road,  Berkeley,  California. 


CHESLEY  F.  HALSAPPLE 
Rank:  Technician  Fourth  Grade. 
Branch  of  Service:  895th  Ordnance  Heavy 
Maintenance  Company,  Army. 
Entered  Service:  June  8,  1942. 
Discharged;  June  30,  1944. 
Address;  Galesburg,  Illinois. 


WAYNE  M.  GRUBBS 
Rank:  Sergeant. 

Branch  of  Service:    1  564th  Army  Air 
Force  Base  Unit. 
Enlisted:  March  14,   1942. 
Discharged:  October  27,  1945. 
Address:   Box  181,  Toledo,  Illinois. 


ORVILLE  R.  HAMILTON 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:   Headquarters  Connpany,  381st 
Infantry,  96th  Division. 
Entered  Service:  October  9,   1942. 
Battles:  South  Philippines,  Ryukyus. 
Discharged:  January  18,   1946. 
Address:  Box  35,  Janesville,  Illinois. 


RAY  V.  GUY 
Rank:  Private. 

Branch  of  Service:  Comnany  D.,  32nd  Infantry. 
Entered  Service:  May  22,  1918. 
Discharged:   February  12,   1919. 
Address:    Toledo,  Illinois, 


HARRY  L.  HAMILTON 
Rank:   Technician  Fourth  Grade. 

Branch  of  Service:  658th  Medical  Clearing  Company. 
Enlisted:  July  i4.   1942. 
Battles:  Central  Europe,  Rhineland. 
Discharged:  November  8,   1945. 
Address:   Box  35,  Janesville,  Illinois. 
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■  RALPH  L.  HANDLEY 
Rank:  Private  First  Class. 

Branch  of  Service:    1938th  Service  Command    Unit. 
Entered  Service:  May  7,    1945. 
Discharged:  November  i4.   1945. 
Address:  211   East  Van  Buren,  Casey,  Illinois. 


PAUL  E.  HARTMAN 
Rank:  Private  First  Class. 
Branch  of  Service:   Infantry. 
Entered  Service:   February  22,   1943. 
Battles:  Rhineland,  Northern  France. 
Discharged:  November   10,   1945. 
Address:  Areola.  Illinois. 


WALTER  D,  HANLEY 
Rank:   Private  First  Class. 
Branch  of  Service:  3766th  Quartermaster 
Tnack  Company. 

Entered  Service:  November  5,   1942. 
Discharged:  December   1.   1945. 
Address:   Box  196,  Greenup,  Illinois. 


JOSEPH  W.  HARPER 
Rank:    Private  First  Class. 

Branch  of  Service:  Company  H,,  37th  Infantry. 
Entered  Service.    May  22,   1918. 
Discharged:   March  8,   1919, 
Address:  Toledo,  Illinois. 


JOHN  W.  HANLEY 
Rank:   Corporal. 

Branch  of  Service:   Battery  B.,  80th 
Field  Artillery  Battalion. 
Entered  Service:   December  13,   1945. 
Discharged:  January  25,   1947. 
Address:  Toledo,  Illinois. 


LESTER  A.  HARRIS 
Rank:   Corporal. 

Branch  of  Service:   553rd  Arniy  Air  Force  Base  Unit, 
3rd  Ferrying  Company,  Romulus,  Michigan, 
Entered  Service:  August  21,   1942. 
Discharged:  August  12,   1944. 
Address:   Toledo,  Illinois. 


ARTHUR  CLARENCE  HANNAH 
Rating:  Motor  Machinist's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:  February  9.  1944. 
Trained:  Great  Lakes,  Illinois;  Camp  Bradford,  Virginia; 

Norfolk,  Virginia. 

Vessels:  U.S.S.  LST  935. 

Discharged:  December  30,   1945. 

Address:  Box  136,  Toledo,  Illinois, 


WILLIAM  P.  HARRIS 
Rank:  Sergeant. 

Branch  of  Service:  Connpany  L.,  22nd  Infantry  Regiment. 
Entered  Service:  August  12,   1943. 

Battles:   Central  Europe,  Northern  France,  Nornnandy, 
Rhineland. 

Discharged:  November  13,   1945. 
Address:  Route  #2,  Toledo,  Illinois. 


DEON  D.  HANNKRS 
Rank:    Private  First  Class. 

Branch  of  Service:  978th  Military  Police  Company. 
Entered  Service:   June  25,    1942. 
Battles:  Rhineland,  Central  Europe. 
Discharges:  December  3,   1945. 
Address:  Route  1,  Casey,  Illinois. 


FRED  S.  HARVES 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:   Battery  B.,  360th  Casualty  Battalion. 
Entered  Service:  June  8,   1942, 

Battles:   Rome-Arno,  North  Apennines,  Po  Valley. 
Discharged:  November  13,   1945. 
Address:  Route  2,  Greenup,  Illinois. 


CLARENCE  H.  HANNERS 
Rank:  Private. 

Branch  of  Service:   Connpany  E.,  359th  Infantry. 
Entered  Service:  May  25,   1944. 
Battle;  Ardennes. 
Discharged:  July  24,   1945. 
Address:   Route   1,  Casey,  Illinois. 


GEORGE  LESTER  HARVEY 
Rating:  Fireman  First  Class. 
Branch  of  Service:   May  .^,   1944. 

Trained:  Great  Lakes,  Illinois;   United  States  Tadcen, 
Shoemaker,  California;  Point  Montara,  California. 
Discharged:  January  22,   1946. 
Address:  Jewett,  Illinois. 


ALFRED  H.  HARDESTY 
Rank:   Private. 

Branch  of  Service:  444th  Medical  Company, 
Camp  Bowie,   Texas. 
Entered  Service:  March  17,  1944. 
Discharged:  October  21,  1944. 


JOHN  L.  HAUDWICK 
Rank:   Private. 

Branch  of  Service:   Machine  Gun  Company,  58th  Infantry. 
Entered  Service:  September  19,   1917. 

Battles:    Veale  Sector,  Meaux  Sector,  Aisne  Marner  Offen- 
sive, St.  Mihiel  Offensive,  Meuse-Argonne  Offensive, 
Toulan  Sector. 
Discharged:  August  8,   1919. 
Address:   Toledo,  Illinois. 


VERNON  GERALD  HATFILL 
Rating:   Hospital  Apprentice  First  Class. 
Branch  of  Service:  Navy. 

Trained:  Great  Lakes,  Illinois;  Farragut,  Idaho; 
Seattle,  Washington. 
Discharged:  November  4,   1945. 
Address:  3225  Moultrie  Avenue,  Mattoon,  Illinois, 


KEITH  HAVENS 
Rank:   Private. 

Branch  of  Service:  Headquarters,  Camp 
Livingston,  Louisiana, 
Enlisted:  February  4,   1942. 
Discharged:  December  24,   1942. 
Address:  Greenup,  Illinois. 


NICHOLAS  J.  HARDWICK 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  B.,  321st  Engineers 
Battalion. 

Entered  Service:  October  8,  1942. 
Battles:  Southern  Philippines,  Ryukyus. 
Discharged:  January  2,   1946. 
Address:   Janesville,  Illinois. 


JAMES  L.  HAVENS 
Rank:   Private  First  Class. 

Branch  of  Service:  Anti-Tank  Company,   l65th  Infantry, 
Enlisted:  October   1,    1940. 

Battles:  Eastern  Mandates,  Central  Pacific,  Ryukyus. 
Discharged:  September  14,   1945, 
Address:  Greenup,  Illinois. 


JACK  MURICE  HARGRAVE 

Rank     Private. 

Branch  of  Service:  Marine  Corps  Reserve. 

Enlisted:    March    15,    1944. 

Discharged:    July  5,    1944, 

Address:  Montrose,  Illinois. 


WALTER  G.  HAYDEN 
Rank:    Private  First  Class. 
Branch  of  Service:    1  61  2th  Section 
Sheridan,  Illinois. 
Entered  Service:  June  8,   1942, 
Discharged:  September   12,  1945. 
Address:  Greenup,  Illinois. 
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JOE  HAYDEN,  JR. 
Rating;  Fireman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   December  6,   1944. 
Trained:  Great  Lakes,  Illinois;  Newport, 
Rhode  Island, 
Vessel:    U.S.S.  Columbus. 
Discharged:  July  6,   1946. 
Address:  Greenup,  Illinois. 


EARL  E.  HAYDEN 
Rank:   Technician  Fourth  Grade. 

Branch  of  Service:  Headquarters  Chinese  Combat 
Command. 

Entered  Service:  May  IZ.   1942, 
Battles:  China  Offensive,  China  Defensive. 
Discharged:  December  22,  1945. 

Address:  3183  North  Kenwood  Avenue,  Apartment  1, 
Indianapolis,  Indiana. 


KENNETH  D.  HAYDEN 
Rank.   Private  First  Class. 

Branch  of  Service:  4811  Service  Command  Unit 
8th  See.  Deta-hment. 
Entered  Service:  January  7,    1943, 
Discharged:   December  13,   1945, 
Address:  Greenup,  Illinois. 


JOHN  E.  HAYDEN 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  2nd  Battalion,  22nd  Infantry. 
Entered  Service:  April  27,  1944, 
Battles:  Ardennes,  Rhineland,  Central  Europe, 
Discharged:  January  16,   1946. 
Address:  Greenup,  Illinois. 

BERNARD  Q.  HAYTON 
Rank:   Private  First  Class. 

Branch  of  Siervicc:   Headquarters  Battery,  677th 
Field  Artillery  Battalion, 
Entered  Service:  October   10,  1945. 
Battles:  Rhineland,  Central  Europe, 
Discharged:  October  10,  1945. 
Address:  Neoga,  Illinois, 


WILLIAM  A.  HARDESTY 
Rank:  Technician  Third  Grade. 
Branch  of  Service;    1538th  Engineers  Service 
Company. 

Entered  Service:  Decennber  7,   1943. 
Discharged:    February  15,  1946. 
Address:   Box  62,  TrilU.  Illinois, 


DOYLE  G.  HENDERSON 
Rank:  Corporal. 

Branch  of  Service:  Connpany  F.,  Engineers 
Battalion. 

Entered  Service:  November  9,  1944. 
Discharged:  Novennber  7,   1946. 
Address:   Route  #3,  Casey,  Illinois. 


ELMER  CARL  HENDERSON 
Rating:  Aviation  Machinist's  Mate  First  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:  September  2,   1942. 
Discharged;   January  13,   1944. 
Address:  Greenup,  Illinois. 


ERNEST  F.  HENDERSON 
Rank:   Private. 

Branch  of  Service:   Company  B.,  702nd  Military 
Police  Battalion,  Fort  Brady,  Michigan. 
Rank:   Private, 

Entered  Service;   January  28,   1941. 
Discharged:   February  24,   1942. 
Address:  Greenup,  Illinois. 


ATILBUR  C.  HESLER 
Rank:  Staff  Sergeant. 

Branch  of  Service.  487th  Bombardment  Squad,  340th 
Bombardment  Group. 
Entered  Service:  June  25,   1942. 

Battles:  Air  Combat  Balkans,  Central  Europe,  Tunisian, 
Sicilian,  Naples-Foggia.  Rome-Arno,  Southern  France, 
Apennines,   Po  Valley. 
Address:  Greenup,  Illinois. 


VICTOR  E.  HETZER 
Rank:   Private. 

Branch  of  Service:  Company  H.,  1  27th  Infantry, 
32nd  Division. 

Entered  Service:  August  25,   1942. 
Battles:  New  Guinea,  Southern  Philippines. 
Discharged:  January  31,    1946. 
Address:  Route  #2,  Toledo,  Illinois. 


HAROLD  HARLAND  HETZER 
Rating:  Storekeeper  Second  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:   June  9,  1942. 

Trained:  Great  Lakes,  Illinois;  Norfolk,  Virginia, 
Vessels:  SS  Seminole;  U.S.S  Suffolk  (OKA)  69. 
Discharged:  February  8,  1946. 
Address;  Box  35,  Toledo,  Illinois. 


EVERT  MACK  HAYDEN 
Rank;  Private. 

Branch  of  Service:  S.  A.  L.  E.  Armour  Institute 
of  Technology,  Chicago,  Illinois, 
Enlisted;  September   19,   1918. 
Discharged:   December  4,    1919. 
Address:  Toledo,  Illinois, 


CLEMENT  D.  HIGGINS 
Rank:  Technician  Fifth  Grade, 

Branch  of  Service:  3541st  Ordnance  Maintenance 
Connpany  AA. 

Entered  Service:  March  20,  1942. 
Battles:  Aleutian  Islands. 
Discharged:  January  4,   1946. 
Address:  Neoga,  Illinois. 


JOSEPH  W.  HEATH 
Rank:  Private. 

Branch  of  Service:  Marine  Corps. 
Enlisted:  June  14,   1918. 
Discharged:  April  30,  1919. 


ROBERT  E.  HEDRICK 
Rank:  First  Lieutenant. 

Branch  of  Service;  3156th  Quartermaster  Service  Company. 
Entered  Service:  August  13,   1943, 

Battles;  Northern  France,  Rhineland,  Central  Europe. 
Discharged:   November  20,  1945. 
Address:  Greenup,  Illinois. 


EURIS  C.  HENDERSON 
Rank:    Private   First  Classs. 

Branch  ot  Service:   Company  C,  503rd  Military 
Police   Battalion. 

Entered  Service:  November  9,   1944. 
Battles:   Central  Europe. 
Discharged:  December   14,   1945. 
Address:   Route  #3,  Greenup,  Illinois. 


RALPH  O.  HILDERBRAND 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  B.,  760th  Battalion. 
Entered  Service:  April  15,  1942. 

Battles:  Naples-Foggia,  Rome-Arno,  North  Apennines,  Po 
Valley. 

Discharged:  December  6,  1945. 
Address:  Route  #1,  Lerna,  Illinois, 


ROBERT  WILLIAM  HILL 
Rating:  Ship's  Serviceman  Third  Class, 
Branch  of  Service:  Navy. 
Enlisted:  September  18,  1945. 
Vessel:  U.S*S  Frank  Knox. 
Discharged:  June   18,   1948. 
Address:  Route  #1,  Greenup,  Illinois. 


EDWARD  J.  HILL 
Rank:  Technical  Serg;-ant. 

Branch  of  Service:   3546th  Ordnance  Maintenance  Company 
Entered  Service:  October  6.  1940. 
Battles:  Rhineland,  Central  Europe, 
Discharged:  December  8,   1945. 
Address:  R.F.D.  #1,  Greenup,  Illinois. 
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LOUIS  J.  HILL 
Rank:  Private  First  Class. 
Branch  of  Service:  410th  Army  Air  Forces 
Base  Unit. 

Entered  Service:  November  5,   1942. 
Battles:  Aleutian  Islands. 
Discharged:  October  23.    1945. 
Address:  Neoga,  Illinois. 

CLIFTON  HILL 
Serial  Number:  4724952. 
Rank:  Private. 

Entered  Service:  September  5,   1918. 
Branch  of  Service:  2nd  Company,   1st  Battalion, 
l60th  Brigade,  Auxiliary  Remount  Depot, 
Quartermaster  Corps. 
Trained:  Camp  Custer,  Michigan. 


WILLIAM  JAMES  HILL,  SR. 
Rating:  Chief  Specialist  (A)  (PA)  V6. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  September   12.   1942. 

Battles:  Sea  Barracks  Navy  Yard,  Charleston,  South 
Carolina;  Michigan  City,  Indiana;  Great  Lakes,  Illinois; 
Norfolk,  Virginia. 
Discharged:  September  20,   1945. 
Address:  Toledo,  Illinois, 


KENNETH  D.  HUDDLESTON 
Rank;  Private  First  Class. 
Branch  of  Service:  787th  Tank  Battalion. 
Entered  Service:  June  14,   1944. 
Battles:  Central  Europe  Campaign. 
Discharged:  April  28,  1946. 
Address:  Greenup,  Illinois. 


RAYMOND  O.  HUDDLESTUN 
Rank:  Private  First  Class. 
Entered  Service:  November  9,   1944, 
Discharged:  August  1,   1946. 
Address:  Route  2,  Greenup,  Illinois. 


MAYNARD  ELLIS  HUFFMAN 
Entered  Service:  April  25.    1941. 
Embarkation:  July  7,   1943. 
Battles:  New  Guinea.  Luzon. 

Awarded:  2  Bronze  Stars,  Merit  Unit  Plaque,  Good  Conduct 
Medal,  Commendation  Medal  for  outstanding  service, 
Asiatic-Pacific  Theatre  Ribbon,  American  Theatre  Ribbon, 
American  Defense  Ribbon,  4  Overseas  Service  Bars, 
Philippine  Liberation  Ribbon,  Victory  Medal. 
Discharged:  November  20,  1945. 


HARRY  C.  HUTTON 
Rank:   Private. 

Branch  of  Service:  805th  Army  Air  Force 
Base  Unit,  George  Field,  Illinois. 
Enlisted:   May  31,    1940. 
Discharged:  September  1,  1945. 
Address:  Toledo,  Illinois. 


JOHN  E.  HUGHES 
Rank:  Sergeant, 

Entered  Service:  July  25,   1917. 
Branch  of  Service:  Company  G.,  130th  Infantry. 
Battles:  Meuse-Argonhe,  Soune  Aruiens  Sector,  Army  of 
Occupation. 

Discharged:  May  31,   1919, 
Address:  Toledo,  Illinois. 


WARNER  J.  HUISINGA 
Rank:  Wagoner. 

Branch  of  Service:  337th  Field  .^.rtillery  Casualty 
Department  #51-163  DB. 
Entered  Service;   May  28,   1918. 
Served  in  American  Expeditionary  Forces. 
Discharged:  November  30,   1918. 
Address;  Webster  City,  Iowa. 


FRED  WARNER  HUISINGA 
Rating:  Aviation  Metalsmith  First  Class. 
Enhsted:  September  8,   1939. 
Trained:  North  Island;  Ford  Island. 

Vessels:   U.S.S.  Yorktown;  U.S.S.  Enterprise:   U.S.S,  Barnes. 
Discharged:  August  19,   1947. 
Address:  Route  #3,  Greenup,  Illinois. 


DOYT  R.  HURT 
Rank:  Private, 

Entered  Service:  August  7,  1945. 
Discharged:  December  11,  1945. 
Address:    314  North  9th  Street, 
Casey,  Illinois. 

TED  R.  HURT 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  A.,  715th  Amphibious 
Tractor  Battalion. 

Entered  Service:  October  16,    1941, 

Battles:  Western  Pacific,  Ryukyus,  Southern  Philippines. 
Discharged:  December  21,   1945. 
Address:  Route  #3,  Casey.  Illinois. 


DEAN  HURT 
Rank:   Private  First  Class. 
Branch  of  Service:  268th  Army  Air  Force 
Base  Unit. 

Entered  Service:  July  31.  1942. 
Discharged:  February  12,  1946. 
Address:  Route  #3,  Casey,  Illinois, 

WAYNE  HURT 
Rank:   Technician  Fifth  Grade. 

Branch  of  Service:  Company  C,  187th  Engineers  (C) 
Battalion. 

Entered  Service:  March  20,  1942. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  December  30,  1945. 
Address:  Route  #3,  Casey.  Illinois. 


GERALD  A.  HURT 
Rank:  Private  First  Class, 
Branch  of  Service;  Infantry,  Heavy 
Mortar  Crewman. 

Entered  Service:  September  22,   1944. 
Battles:   Okinawa. 
Discharged:  November   10,   1945. 
Address:   Route  #3.  Casey.  Illinois, 


ERNEST  HURT 
Rank:   Private, 

Branch  of  Service:  Army  Service  Forces. 
Entered  Service:  March  20,  1942. 
Discharged:  March  8,   1945. 
Address:  Route  #3,  Casey,  Illinois. 


GERALD  A.  HURT 
Rank:   Private  First  Class. 

Branch  of  Service:  Chemical  Warfare  Service, 
Entered  Service:  September  29,  1944. 
Battles:  Ryukyus  Campaign. 
Discharged:  November  10,   1945. 
Address:  Route  3,  Casey,  Illinois. 


RAY  E.  HUTCHINSON 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Headquarters  Company, 
2nd  Battalion,  17th  Infantry. 
Entered  Service:  January  9,   1945. 
Discharged:  November  30,  1946, 
Address:  Toledo,  Illinois. 


HERBERT  E.  HUTCHINSON 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Headquarters  Battery  979th  Field 
Artillery  Battalion. 
Enlisted:  December  5,  1942. 

Battles:  Normandy,  Northern  France,  Rhineland, 
Central  Europe. 
Discharged:  November  2,   1945. 
Address:  Toledo,  Illinois. 


DELBERT  E.  HUTCHINSON 
Rank:   Master  Sergeant. 

Branch  of  Service:  Headquarters  Company, 
62nd  Quarternriaster  Corps  Base  Depot. 
Entered  Service:  April  ZZ,   1945. 
Battles:   Rhineland. 
Discharged:  November  5,  1945. 
Address:  Toledo,  Illinois, 
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CLOYCE  E.  HUTSON 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  982nd  Engineers  Maintenance 
Company. 

Entered  Service:  June  23,  1943. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  November  11.   1945. 
Address;  Greenup,  Illinois. 


COEN  E.  HOLSAPPLE 
Rank:  Corporal. 

Branch  of  Service:  Medical  Department, 
Camp  Hospital  #33. 
Rank:  Corporal. 

Entered  Service:  September  5,   1917, 
Discharged;  July  4,   1919. 
Address:  Greenup,  Illinois. 


ROBERT  F.  HOGAN 
Rank:  Sergeant. 

Branch  of  Service:  43rd  Tank  Battalion. 
Entered  Service:  May  11,    1942. 
Battles:   Rhineland. 
Discharged:  November  23,  1945. 
Address:  867  West  Nelson,  Chicago,  Illinois. 

FARRELL  KELL  HODGES 
Rating:  Specialist  "'R"  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  November   19,  1942. 

Trained:  Great  Lakes,  Illinois;  Bedford,  Indiana; 
Bloomington,  Indiana;  Owensboro,  Kentucky, 
Discharged:  December  II,  1945, 
Address:  c/o  C.  M.  Connor,  Toledo,  Illinois. 


FRANK  J.  HOENE 
Rank:  Corporal. 

Branch  of  Service:  324th  Fighter  Group, 
Entered  Service:  July  23,   1942. 
Battles:   Italian,   Tunisian,  Sicilian  Campaigns. 
Discharged:   December  12,  1944. 
Born  at  Teutopolis,  Illinois, 


THO^LA.S  L.  HOLLADAY 
Rating:  Ship's  Cook  First  Class. 
Branch  of  Service:  Na\-al  Reserve. 
Enlisted;   February  18.    1942. 
Trained:   Great  Lakes,  Illinois.   Headquarters 
11    ND.  C  Z  F  F  T, 

Vessels:  U.S.S.  Ns  Coco  Sale.   U.S.S.  P.C.   1128. 
Discharged:  October  2.    1945. 
Address:  Neoga,  Illinois. 


MAX  D.  HOLLENSBE 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  F.,  353rd  Infantry. 
Entered  Service:  May  25,  1944. 
Battles:   Rhineland,  Central  Europe. 
Discharged:  February  2,    1946. 
Address:  Hazel  Dell,  Illinois. 


ROBERT  J.  HOLLENSBE 
Rank:  Technician  Third  Grade. 
Branch  of  Service:  April  3,   1943. 
Discharged:  September  26,    1945. 
Address:   Route  #3,  Greenup,  Illinois. 


LUKE  FRANKLIN  HOLSAPPLE 
Rating:  Seaman  First  Class. 
Entered  Service:  March  7,  1944, 
Discharged:  August  15,  1945, 
Address:  Toledo,  Illinois. 


BILLY  J.  HOYT 
Rank:  Private. 

Branch  of  Service:   Batte-y  A.,  359th  Antiaircraft 
Artillery  S.  L.  Battalion. 
Entered  Service:  May  6,   1943. 
Discharged:  April  29,   1944. 
Address:  Marshall,  Illinois, 


EDWARD  A.  ICENOGLE 
Rank:   Private  First  Class. 

Branch  of  Service;   Medical  Section,    1972nd  Service 
Command  Unit. 

Entered  Service:  June  4,  1942. 
Discharged;  January  28,  1946. 
Address:    Box  116,  Toledo,  Illinois. 


CLFAVF  C.  INGRAM 

Rank:   Private  First  Class. 

Branch  of  Service:  271st  Field  Artillery  Battalion,    1st 

Cavalry  Division, 

Entered  Service:   July  25,    1942. 

Battles;   Bismarck-Archipelago,  Southern  Philippines, 
New  Guinea,   Luzon. 
Discharged:  December  7,   1945. 
Address:  Route   1,  Jewett,  Illinois. 


DALE  M.  INGRAM 
Rank:  Private  First  Class. 
Entered  Service:  April  15,   1942. 
Battles:  Central  Europe  Campaign. 
Discharged:  December  5,   1947, 
Address:   Box  13,  Toledo,  Illinois, 


ERNEST  I.  INGRAM 
Rank:    Private  First  Class. 

Branch  of  Service:   Medical,  202nd  Station  Hospital. 
Entered  Service:  July  23,   1942. 
Discharged:   December  13,   1945, 
Address:  Jewett,  Illinois. 


HUGH  HARRISON  HOLSAPPLE 
Rating:  Ship's  Serviceman  Cobler  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlibied:  August  12,   1945, 

Trained:  Chicago,  Illinois,  Construction  Battalion,  U.S.N. 
C.T.S,,  WiIliaiTisburg,  Virginia. 
Discharged:    October   11,    1945. 
Address:    Toledo,  Ilhnois. 


HAROLD  C.  INGRAM 
Rating:   Motor  Machinist's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  13,   1942. 
Battles:  Asiatic  and  American  Theatres. 
Discharged:  October   11,  1945, 
Address:   Box  13,  Toledo,  Illinois. 


RALPH  Q.  HOLSAPPLE 
Rank:  Corpoial, 

Branch  of  Service:  674th  Quartermaster 
Salvage  Collection  Company,  Army. 
Entered  Service:  June  8,   1942. 
Battles;   Central  Europe. 
Discharged:  October   19,   1945. 
Address;   Box  131,  Greenup,  Illinois. 


WILLIS  B.  INMAN 
R.Tiik;  St.*ff  Sergeant. 
Branch  of  Service:  Company  H.,  232 
42nd  Division. 

Enirred  Service:   January  23,   1943, 
Battles-   Rhineland,  Central  Europe, 
Discharged:   March  29,    1946, 
Address:  Neoga,  Illinois. 


SAMUEL  F.  HOGA 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  C.,   125th  Armored  Engineers 
Battalion, 

Entered  Service:  April  16.  1942. 

Battles    Algeria-French  Morocco,  Tunisian,  Sicilian,  Central 
Europe,  Southern  France,  Rhineland. 
Discharged:  September  26,   1945. 
Address:  Greenup,  Illinois. 


ELVIN  IRBY 

Rank;  Technician  Fourth  Grade. 

Branch  of  Service:   3014th  Engineers  Maintenance 

Company, 

Entered  Service;  March   14,   1944, 

Battles:  Luzon,  New  Guinea. 

Discharged;  December  20,   1945. 

Address:  307  South  7th  Street,  Casey.  Illinois. 
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DALE  LEE  IRBY 
Rating:  Seaman  Second  Class. 

Branch  of  Service:  Navy. 

Enlisted:  September  23,  1944. 

Trained:  Great  Lakes,  Illinois. 

Vessel:  U.S.S.  Cleveland. 
Discharged:  March  25,  1946. 

Address:  Route  #1,  Casey,  Illinois. 


FOSTER  A.  JOBE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  93rd  Finance  Distribution 
Section. 

Entered  Service:  June  7,   1943, 
Battles:   Northern  France. 
Discharged:  October  19,   1945. 
Address:  Greenup,  Illinois. 


WILLIAM  P.  JACKSON 
Rank:   Private. 

Branch  of  Service:  Company  E.,  5th  Regiment 
of  Illinois,  Cavalry  Vol. 
Enrolled:  September  25,  1861. 
Discharged:   December  31,  1863. 
Veteran  of  the  Civil  War. 

DUARD  L.  JACKSON 
Rank:  Private  First  Class, 
Branch  of  Service:  Headquarters  Company, 
Army  Ground  Forces  R.  D.  #1. 
Entered  Service:  March  14,  1944, 
Battles;   Rhineland  Campaign, 
Discharged:  August  6,   1945. 
Address:  Greenup,  Illinois. 

BURLEY  O.  JAMES 
Rank:  Private. 

Branch  of  Service:   Detachment  of  Patients,  Station 
Hospital,  Camp  Joseph  T.  Robinson,  Arkansas. 
Entered  Service:  January  7,   1943. 
Discharged:   March  9,  1943. 
Address:  Greenup,  Illinois. 

HAROLD  V.  JAMES 
Rank:  Private. 

Branch  of  Service;  Mtr.  Pool  Detachment  2. 
School  Torpedo  Infantry. 
Entered  Service:  April  11.   1945. 
Discharged:  December  31,   1945, 
Address:  Route  #3,  Greenup,  Illinois. 

LEE  W.  JAMES 
Rank:  Technician  Fifth  Grade, 

Branch  of  Service;  Battery  B.,  2l6th  Coast  Artillery  Battal- 
ion Antiaircraft  Artillery. 
Entered  Service:  September   18,   1942. 

Battles:  Sicilian,  Naples-Foggia,  Rome-Arno,  Southern 
France,  Rhineland,  Central  Europe. 
Discharged:  September  21,   1943. 
Address:  Route  #3,  Greenup,  Illinois. 

RALPH  D.  JAMEfi 
Rank:   Private  First  Class. 
Branch  of  Service;  Infantry. 
Entered  Service:   December  14,  1943. 
Battles:  Rhineland. 
Discharged:  September  22,  1945. 
Address:  Route  #3,  Greenup,  Illinois. 


CHARLES  A.  JANNIESON 
Rank:  Sergeant. 

Branch  of  Service:  Company  A,,    130th  Infantry. 
Enlisted;   July  18,   1917. 

Battles:   Meuse-Argonne,  Aever,  England,  Sonno  Apt,, 
Albert  Sector,  Verdun  Sector,   Chateau  Sector,  Ronillise, 
Arenn,  Argonne,  American  Expeditionary  Forces  in  France, 
Discharged:  May  30.  1919. 
Address:  Casey,  Illinois. 


LENl  SWIMFORD  JONES 
Rating:  Seaman  Second  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  September  9,  1942. 
Trained;  Great  Lakes,  Illinois;  Whidbey 
Island,  Washington. 
Vessel:    U.S.S.  Natonia  Bay. 
Discharged:  December  30,   1945. 
Address:   214  South  3rd  Street,  Marshall, 
Illinois. 


HARRY  JOHNSON 
Rank:   Private. 

Branch  of  Service:  9th  Company,    1st 
Provisional  Training  Regiment  l6l. 
Entered  Service;  June  24,   1918. 
Discharged:    January  16,    1919. 
Address:   Jewett,  Illinois. 


FRED  M.  JOHNSON 
Rank:  Private  First  Class. 
Branch  of  Service:    -V.  E..  4:st  Infantry. 
Enlisted.   July  19,   1917. 
Discharged:   February  12,   1919. 


DAREN  WILSON  JONES 
Rating:  Seaman  First  Class, 
Branch  of  Service:  Naval  Reserve. 
Enlisted;  October  19,  1943. 
Vessels:  U.S.S.  Saginaw  Bay, 
Discharged:  March  23,  1946. 
Address:  Route  #1,  Lerna,   Illinois. 


JAMES  H.  JONES 
Rank:  Technician  Fifth  Grade. 

Branch  of  Serxnce:  Headquarters  Company,  7441h  Railway 
Operating  Battalion. 

Entered  Service:  Decennber  14,   1943, 
Battles:   Northern  France,  Ardennes.  Rhineland. 
Discharged:  November  23,   1945, 
Address;  Casey,  Illinois. 


ISAAC  FRANKLIN  JUSTICE,  JR. 
Rating:   Radioman  First  Class. 
Branch  of  Service;  Naval  Reserve, 
Enlisted:   July  18.   1942. 

Trained;  Great  Lakes,  Illinois;  University  of  Wisconsin, 
Madison,  Wisconsin;  Ser  Fauce  (Com.  Pool)   Com  Air  Pa-  vii 
Hedron  144  FAW   14, 
Vessel:  U.S.S.  St.  George. 
Discharged:   Decennber  21,    1945. 
Address;  Neoga,  Illinois, 


JOHN  H.  JENUINE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Headquarters  Detachment,  U.  S.  F.E.T. 
Entered  Service;  October  16.    1941. 

Battles;   Tunisian,  Rome-Arno,  Southern  France,  Rhineland, 
Central  Europe. 

Discharged:  September  30,   1945, 
Address:  Greenup,  Illinois. 


GEORGE  F.  JUSTICE 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service;   Company  H.,  81  st  Tank  Battalion, 
Entered  Service;  March  20.   1942, 

Battles;  Norm.andy,  Northern  France,  Ardennes,  Central 
Europe.  Rhineland. 
Discharged:  October  19,  1945. 
Address;  Route  #2.  Neoga,  Illinois, 


PRESTON  HUNTER  JENUINE 
Rank;  Lieutenant, 
Enlisted;  June  19,  1942. 

Trained:  Naval  Unit  1-C,  Cristobal,  Panama,  Sea  Frontier. 
Balboa-Pananna  Sea  Frontier,  Jaboguilla  Loop,  Station 
NLDE. 

Discharged:   December  7.   1945. 
Address:  Greenup,  Illinois. 


CARROLL  K.  KASTL 
Rank:  Private. 

Branch  of  Service:  7th  Infantry  Division, 
Entered  Service;  January  9,  1945. 
Discharged;  November  29,  1946. 
Address;  Route  #1,    TiiUa.  UUnois. 
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ROY  H.  KEMPER 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Connpany  A.,  875th  A.B  Engineers 
Battalion. 

Entered  Service:  Novennber  5,   1942. 
Battles:  New  Guinea,  Luzon. 
Discharged:   December  21,   1945. 
Address:  Route  #2,  Greenup,  Illinois. 


JOHN  A.  KLAUS 
Rank:  Motor  Machinist' b  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted,   November   13,   1942, 

Trained:  Great  Lakes,  Illinois;  Chicago,  Illinois^  New  London, 
Connecticut. 

Vessels:   U.S.S.  Snapper  (F).  U.S.S.  Grouper  (SS  214). 
Discharged:  October  13,    1945. 
Address:   Greenup,  Illinois. 


CARL  EUGENE  KENNANEAN 
Rating:  Shipfitter  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   August  19.   1943. 
Trained:   Farragut,  Idaho. 
Vessel:  U.S.S.  LST  474. 
Discharged:  December   11,   1945. 
Address:  2204  Marshall  Avenue, 
Mattoon,  Illinois. 


THEODORE  KLOUS 
Rank:    Private. 

Branch  of  Service.  Company  1.,  317th  Infantry. 
Enlisted:  October  3.    1917. 
Battles:    West  of  the   Meuse   River, 
Awarded:   Victory  Medal, 
Discharged:  June  5,    1919. 
Address:  Greenup,  Illinois. 


RAY  EARL  KIMBLE 
Rank:  Private  First  Class. 
Branch  of  Service:  Armored  Infantry. 
Entered  Service:  March  20,    1942. 
Battles.   Tunisian,  Naples-Foggia,  Ronne-Arno. 
Discharged:  August  13,  1945, 
Address:  Route  #2,    Watseka,  Illinois. 


FLOYD  W.  KLINE 

Rank:  Sergeant. 

Branch  of  Service:  Section  B.,  4136th, 
Arnny  Air  Force  Base   Unit. 
Entered  Service.   March  30,   1943, 

Discharged:  February  22,   1946. 
Address:  Hazel  Dell,  Illinois. 


VICTOR  V.  KIMERY 
Rating:  Shipfitter  Second  Class. 
Branch  of  Service:  Navy. 
Enlisted:  September  17,   1942. 
Discharged;   May  18.   1945, 
Address:   Neoga,  Illinois. 


HOPE  H.  KINGERY 
Rank:  Staff  Sergeant. 

Branch  of  Service:    305th  Air  Service  Engineers 
Squadron.  69th  Air  Service  Group. 
Entered  Service:  November  5.   1942, 
Discharged:   February  14,   1946. 
Address:  Montrose,  Illinois. 


GARLAND  ALLEN  KINGERY 
Rating:  Aviation  Machinist's  Mate  Third  Class, 
Branch  of  Service.  Naval  Reserve, 
Entered  Service:  September  6,  1943. 

Trained:   Farragut,  Idaho;  CASU  33;   Bremerton,  Washington; 
Norman,  Oklahoma. 

Vessels:  U,S.S.  Kitkun  Bay  CVE  71;  PSC  USNB, 
Discharged:   May  3.    1946. 
Address:  Jewett,  Illinois. 


JAMES  J.  V.  KINGERY 
Rank:  Sergeant. 

Branch  of  Service:  Company  M,,  20th 
Infantry  Regiment, 

Entered  Service:   February  16,  1945, 
Discharged:  July  22,   1946, 
Address:  R.F.D,  1,  Montrose,  lUinois, 


ELMER  RAYMOND  KNIERIM 
Rating:  Shipfitter  Second  Class, 
Branch  of  Service:    Naval   Reserve. 
Enlisted:  October   16,   1943, 
Trained:  Great  Lakes,  Illinois;  San  Diego, 
California;  Naval  Operating  Base,  Navy  926. 
Discharged:  December  24,   1945, 
Address:  Neoga,  Illinois, 


FRANCIS  C.  KRITZ 
Rank:   Technician  Fourth  Grade. 
Branch  of  Service:   Battery  B.,  553rd 
Field  Artillery  Battalion. 
Entered  Service:  March  14.   1944. 
Discharged;  November  14,    1945, 
Address:  Neoga.  Illinois. 


LUTHER  HENRY  KROENLEIN 
Rating:   Water  Tender  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  August  12,    1943. 
Vessel:  FFT  U.S.S.  Dover  (lX-30). 
Discharged:   December  21,   1945. 
Address:  608  Lafayette  Avenue,  Mattoon, 
Illinois. 


DONALD  E.  KROENLEIN 
Rank:   Private  First  Class. 

Branch  of  Service;   Battery  A.,  361st  Field  Artillery, 
Entered  Service.  October  14,    1943. 
Battles:  Ryukyus,  South  Philippines. 
Discharged:  January  10,    1946, 
Address:  Neoga,  Illinois. 


DONALD  V.  KINGERY 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  Company  C.,  708th  AIB. 
Entered  Service:   March  20,   1942. 

Battles:  Eastern  Mandates,  Southern  Philippines,  Ryukyus. 
Discharged:  November  1,   1945. 
Address:   Jewett,  Illinois, 


PAUL  E.  KRUEGER 
Rank:    First   Lieutenant. 

Branch  of  Service:  Aimy,  Lockbourne  Army  Air  Base, 
Colunnbus,  Ohio. 

Entered  Service:    June   12.,    1945, 

Battles:   Rome-Arno,  North  Apennines,  Balkans. 
Discharged:   July  28,   1945. 
Address.  Route  #2,  Box  17,  Montrose,  Illinois. 


NEWTON  KINGERY 
Rank.    Private. 

Branch  of  Service:   Battery  C.,  485th  Antiaircraft  Artillery 
Automatic  Weapons   Battalion  APO  331. 
Battles:  Okinawa,  Leyte. 
Discharged-  September  24.   1945. 
Address:  Montrose,  Illinois. 


LELAND  JAMES  KUHN 
Rank:  Corporal. 

Branch  of  Service:   Marine  Corps. 
Enlisted:  Okinawa.  Ryukyus. 
Discharged:    July  30,    1946. 
Address:  Route   1,  Casey,  Illinois. 
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LOiVELL  F,  KUHN 
Rank.  Private. 

Branch  of  Service:  Company  F.,   157th 
Infantry  Regiment. 
Entered  Service:    June   14.    1944. 
Battles:  Rhineland, 
Discharged.   July  15,  1945. 
Address:  Greenup.  Illinois. 


RAYMOND  H.  LANE 
Rating:  Specialist  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  June  30,  1944. 
Trained:  Great  Lakes,  Illinois;  Bainbridge, 
Maryland:  Repair  Unit,  Navy  3149. 
Discharged:  January  19,  1946. 
Address:  Toledo,  Illinois. 


DERWOOD  E.  KUHN 
Rank:  Technician  Fourth  Grade. 
Branch  of  Service:    lOlst  Signal  Company. 
Entered  Service:  March  ^0,   1942. 
Batt..s:  Normandy,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged;  December  3,   1946. 
Address:  Rouie  #4,  Casey,  Illinois. 


AUBREY  DALE  LANE 
Rating:  Seaman  First  Class. 
Enlisted:  .October  25,  1944. 

Trained:  Great  Lakes,  Illinois;  Oakland,  California. 
Vessels:  U.S.S.  Phobas;  U.S.S.  LST  205;  U.S^.  LST 
931;  U.S.S.  LST  790;  U.S.S.  LST  176. 
Discharged:  February  8,   1947. 
Address:   Box  125,  Neoga,  Illinois. 


LEROY  KUHN 
Rank:  Private  First  Class. 
Branch  of  Service:   5th  Battery,  788th 
Field  Artillery  Battalion. 
Entered  Service:  November  9,   1944. 
Battles:  Northern  France. 
Discharged:  November  12,   1945. 
Address:  Greenup,  Illinois. 


RICHARD  D.  LACEY 
Rank:  Staff  Sergeant. 

Branch  of  Service:   I  52nd  Port  Company. 
Entered  Service:  January  16,   1942. 
Battles:  Luzon. 

Discharged:  November  14,   1945. 
Address:  Route  #1,  Box  83,  Casey,  Illinois. 


RALLA  C.  LAKE 
Rank:   Private  First  Class. 

Branch  of  Service:   Battery  B.,  14!st  Field  Artillery. 
Enlisted:  August  19,   1941. 

Battles:  Nornnandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  August  I,  1945. 
Address:  Route  2,  Toledo,  Illinois, 


CLARENCE  C.  LAKE 
Rank:  Private. 

Branch  of  Service:   Company  H,,   144th  Infantry 
Regiment,  Van  Dorn,  Mississippi. 
Entered  Service:  April  26,   1944. 
Discharged:  March  2,  1945. 
Address:  Windsor,  Illinois. 


ROLLA  C.  LAKE 
Rank:   Private. 

Branch  of  Service:   Battery  A., 
46th  Field  Artillery. 
Entered  Service:  January  28,  1941, 
Discharged:  August  18,  1941. 
Address:  Toledo,  Illinois. 


ROBERT  H.  LAKE 
Rank:   Wagoner. 

Branch  of  Service:   Headquarters  Detachment 
I  1  3th  Engineers. 
Entered  Service;  June   16,   1917. 
Discharged:  June  25,   1919. 
Address:  Jewett,  Illinois. 


GRANT  ^V.  LAWSON 
Rank:  Private  First  Class. 
Branch  of  Service:  Connpany  C,  5th  Field 
Signal  Battalion. 

Entered  Service:  February  22,  1918. 
Discharged:  June  4,   1919. 
Address:   Toledo,  Illinois. 


DALE  E.  LATCH 
Rank:   Private  First  Class. 
Branch  of  Service:    Battery  C.,  311st  Coast 
Artillery. 

Entered  Service:  October  3,   1942. 
Discharged:  August  5,    1943. 
Born  at  Trowbridge,  Illinois. 


CHARLES  H.  LATIMER 
Rank:   Private. 

Branch  of  Service:  Company  H..  358th  Infantry. 
Entered  Service;  April  28,   1918. 

Battled:  St.  Mihiel,  Meuse-Argonne,  Villers,  Pnasville 
Premy. 

Discharged:  June   14,   1919. 
Address:  Toledo.  Illinois. 


ALBERT  G.  LATTA 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  Engineers  Section,  First 
Engineers  Training  Detachment, 
Entered  Service:  January  16,  1945. 
Discharged;  August  14,    1946. 
Address:  c/o  A.  Latta,  Greenup,  Illinois. 


HOLLIE  H.  LATTA 
Rank:   Private, 

Branch  of  Service:  Student  Army  Training 
Boys  University  of  Chicago. 
Entered  Service:  October   15,  1918. 
Discharged:   November  29,   1918. 
Address;   Toledo,  Illinois. 


ADAM  LAWHORN 
Rank:   Private  First  Class. 

Branch  of  Service:  Engineers  Company,  Company  I, 
56th  Congrs. 

Entered  Service:  July  11,   1918, 

Served  with  American  Expeditionary  Forces  in  France. 
Discharged:  February  26,    1919.' 


EDGAR  LAKE 
Rank:    Private. 

Branch  of  Service:  Connpany  K.,  6th  Infantry. 
Entered  Service:   May  27,   1918. 
Battles:    Argonne- Meuse,  Verdun. 
Discharged:  August  I,    1919. 
Address:  Toledo,  Illinois. 


ULYSESS  EUGENE  LAWRENCE 
Rating:  Aviation  Ordnanceman  Third  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:   May  15,   1943. 

Trained:  Great  Lakes,  Illinois;  Nornnan,  Oklahoma;  Miami, 
Florida;  University  of  North  Carolina;  Navy  V-12,  Sewanee, 
Tennessee;  Fleet  Service  School  (Advance  Torpedo),  San 
Diego,  California;  Air  Pool  Navy  #939. 
Discharged;  April  2,   1946. 
Address:  Neoga,  Illinois. 
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BOBBY  MACK  LAWRENCE 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:  July  26.  1944. 

Trained:  Great  Lakes,  Illinois;  Camp  Bradford.  Virginia; 
Navy  Base   Hospital,  Fleet  Hospital  Number  103,  Headquart- 
ers Eleventh  North  District,  San  Diego,  California. 
Vessel:   U.S.S.  LST  950. 
Discharged:   June   12,  1946. 
Address:  Neoga,  Illinois. 


WALTER  D.  LAYMON 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Company  B.,  6th  Engineers  Battalion. 
Entered  Service:  March  20,    1942. 
Battles:   New  Guinea,  Luzon. 
Discharged:  December  7,   1945. 
Address:  Route  #3,  Greenup,  Illinois. 


CHARLES  LAYMON 
Rank:  Sergeant. 

Branch  of  Service:  63rd  Veterinary  Detachment. 
Entered  Service:   July  23,   1942. 
Discharged:  January  30,   1946. 
Address:  Route  #3,  Greenup,  Illinois. 


CLIFFORD  B.  LAYMON 
Rank:  Corporal. 

Branch  of  Service:   Battery  A.,  893rd  Antiaircraft  Artillery 
Air  Wing  Battalion. 
Entered  Service:   June  8,   1942. 

Battles:   Sicilian,  Rome-Arno,  Southern  France,  Rhineland, 
Central  Europe,  North  Africa, 
Discharged:  October  3,   1945. 
Address:   Hazel  Dell,  Illinois. 


RALPH  WOOD  LEE 
Rating:    Torpedoman's  Mate  Second  Class. 
Enlisted:   September  25,    1942. 

Trained:  Great  Lakes,  Illinois;  San  Diego,  California,   U.S. 
Destroyer  Base,  San  Diego,  California;  Fleet  School.  Navy 
Yard,  Mare  Ibland,  California, 
Vessel:   U.S.S.  Yd.  49. 
Discharged:  January  22,  1946. 
Address:  R.  F.  D.  #4,  Casey,  Illinois. 


GEORGE  LEWIS 
Rank:    Private  First  Class. 

Branch  of  Service:   Battery  B.,  907th  Glider  Field  Artillery. 
Entered  Service:  February  4,   1942. 
Battles:   Nornnandy,  Northern  France,  Rhineland. 
Discharged:   July  21,   1945. 
Address:    Route  #2,  Greenup,  Illinois. 


DAROLD  D.  LIGHT 
Rank:   Technical  Sergeant. 

Branch  of  Service:   Company  A.,  383rd  Infantry. 
Entered  Service:  October  8,   1942. 
Battles:  South  Philippines,  Ryukyus. 
Discharged:  January  8,  1946, 
Address:  Route  #1,   Toledo,  Illinois. 


WALTER  LIVINGSTON 
Rank;   Private  (Specialist  Fourth  Grade}. 
Branch  of  Service:   Company  C,  37th  Infantry. 
Entered  Service:  September  6,   1919. 
Discharged:  September  5.  1920. 


EVERETT  A.  LEWIS 
Rank.   Privale  First  Class. 
Branch  of  Service.   4th  Field  Hospital. 
Entered  Service:  May  12,   1942. 
Battles:   Tunisian,  Naples-Foggia,  Rome-Arno. 
Discharged:  November  18,    1945. 
Address:  Route  2,  Greenup,  Illinois. 


HARLAND  SCOTT  LEWIS 
Rank:   Corporal. 

Branch  of  Service:   Marine  Corps. 
Enlisted:  September  IZ,   1943. 
Discharged:   November  26,   1945. 
Address:  Box  143,  Rosiclare,  Illinois. 


FRANK  LEWIS 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:   Company  E..   I88th  Parachute  Infantry. 
Entered  Service:  September  ZZ,   1941. 
Battles:  New  Guinea,  Southern  Philippines,  Leyte, 
Discharged:  November  12,   1945. 
Address.    Route  #2,  Greenup,  Illinois. 


HAROLD  N.  LEWIS 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  E.,  359th  Infantry, 
90th  Division.  2nd  Battalion. 
Entered  Service:  October  5,  1944. 
Battles:   Central  Europe. 
Discharged:  April  22,    1946. 
Address:  Greenup,  Illinois. 


JOHN  THRUMAN  LICHTENWALTER 
Rating.  Quartermaster  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  April  26.   1944. 

Trained:  Great  Lakes,  Illinois;  Hilo,  Hawaii,  Palmyra  Island, 
Hawaii:  Norfolk,  Virginia;  Naval  Hospital,  Oahu,  Hawaii. 
Discharged:  October  24,   1945.. 
Address:  Toledo,  Illinois, 


RICHARD  L.  LINBERRY 
Rank:  Private. 

Branch  of  Service:  Headquarters  and  Base  Service  Company, 
489th  Asg. 

Enlisted:   June  20,    1941. 

Battles:  Normandy,  Northern  France,  Rhineland,  Central 
Europe. 

Discharged:  October  7,    1945. 
Address:  Route  2,  Greenup,  Illinois. 


WENDELL  LETNER 
Rank:  Sergeant. 

Branch  of  Service:  Army,  630th  Tank  Destroyer. 
Battles:  Northern  France.  Central  Europe,  Rhineland. 
Awarded:  Three  Battle  Stars. 

Injured  in  France  in  October,   1944;  spent  quite  some  time 
in  58th  General  Hospital  in  Marsailles,  France. 
Time  Served:  27  months  (19  months,  20  days  overseas). 
Discharged:  April  4,   1946. 
Address:    1000  Marshall  Avenue,  Mattoon,  Illinois. 


WALTER  LEVINGSTON 
Rank:  Sergeant. 

Branch  of  Service:   Recruit  Casual  Battalion,  Company  L.. 
26th  Infantry,  Camp  Merritt,  New  Jersey. 
Enlisted:  November   10,   1913. 

Battles;   Linnville  Sector  Defensive,  Toul  Sector,  Cautigny 
Offensive,  Saigerais  Defensive,  Sidiev,  Noyan  Defensive, 
Sisne-Marne  Offensive.  St.  Mihiel  Offensive,  Meuse-Argonae 
Offensive, 

Discharged;  September  5,   1919. 
Address:  Montrose,  Illinois, 
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WALTER  FRANKLIN  LEVINGSTON 
Rating:  Seaman  First  Class. 
Enlisted    September  15,   1943. 
Trained:  Great  Lakes,  Illinois. 
Vessel:   U.S.S.  Stoddard. 
Discharged.   Februaiy  28.   1946. 
Address:  Jewett.  Illinois. 
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SAM  LOOMIS 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service;   Headquarters  Company,   I36th  Infantry. 
Entered  Service.  April   15,    1942. 
Battles:  New  Guinea,  Luzon. 
Discharged:  December   13.   1945. 
Address;   Box  113,    Candy  Kitchen.  Greenup.   Illinois, 


JOHN  FULTON  LORVE 
Rating:   Fireman  First  Class. 
Branch  of  Service:  Naval  Reserve, 
Entered  Service:   May  24,  1944. 

Trained:  Farragut,  Idaho;  Richmond,  Virginia;  Hase, 
New  London. 

Vessels:  U.S.S.  B.  Pearl  Harbor;  U.S.S.  Nehenta  Bay 
(CVE  74). 

Discharged:  January  31,   1946. 
Address:  Neoga,  Illinois. 


ROLAND  LOVING 
Rank:  Private. 

Branch  of  Service:  Marine  Corps, 
Entered  Service:  September  17,  1918. 
Discharged:  August  31,   1919. 
Address:  Greenup,  Illinois. 


CARL  M.  LUND 
Rank:  Sergeant. 

Branch  of  Service:  3Z6th  Army  Air  Force 
Base  Unit. 

Entered  Service:  April  15,  1942. 
Discharged:  December  18,  1945. 
Address:  Gratiot,  Wisconsin. 


ROY  JAY  LYONS,  JR. 
Rating:   Fireman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  April  U,   1945. 
Trained:     Great  Lakes.  Illinois. 
Vessels;   U.S.S.  PC  570.  U.S.S.  Lexington. 
U.S.S.  PC  616. 
Discharged:  July  19,    1946. 
Address:  Greenup,  Illinois. 


LEONARD  H.  McCLAIN 
Rank:  Private. 

Branch  of  Service:   Battery  G.,  212th  Coast 
Artillery  (AA),  Army. 
Entered  Service:  August  25,   1942. 
Discharged:  September  8,   1943. 
Address:  Toledo,  Illinois. 


CHESTER  H.  McCLAIN 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  787th  Ordnance  Light  Maintenance 
Company. 

Entered  Service:  March  18,   1944. 
Battles;  Rhmeland,  Central  Europe. 
Discharged:  April  24,  1946. 
Address:  Route  tfl,  Sigel,  Illinois. 


LEON  V.  McCLEAN 
Rank:   Private. 

Branch  of  Service:  Company  E.,  37th  Infantry. 
Entered  Service:  May  22.  1918. 
Discharged;  March  U.   1919, 
Address:  Toledo,  Illinois. 


DALE  McCLELLAN 
Date  of  Birth:  May  9,   1924;  Montrose.  Illinois. 
Serial  Number:  6113368. 
Entered  Service:  June    15,   1942. 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Trained:  Great  Lakes,  Illinois;  Solomons,  Maryland;  Urbana, 
Illinois;  Camp  Bradford,  Virginia. 

Vessels:   U.S.S.  LST  263;  U.S.S.  LST  567;   U.S.S.  LST  22; 
U.S.S.  LST  534. 

Awarded:  American  Area  Ribbon,  Asiatic-Pacific  Theatre 
Ribbon  w/l  Star,  Philippine  Liberation  Ribbon  w/2  Stars, 
Victory  Medal. 

Discharged;  December  31.   1945. 
Address:  Route  3,  Charleston,  Illinois. 


AVIS  T.  McCLURE 
Rank:  Sergeant. 

Branch  of  Service;  Company  I.,  22nd  Infantry. 
Entered  Service.  October  I6,   1941. 
Battles:  Rhineland. 
Discharged:  September  22,   1945. 
Address:  Greenup,  Illinois. 


BILLY  JOE  McCOLLOUGH 
Rating:  Seannan  First  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:  January  17,  1945. 
Trained:  Great  Lakes.  Illinois;  Little 
Creek,  Virginia. 
Vessel:  U.S.S.  L.S.M.  517. 
Discharged:  July  30.   1946. 
Address:  Greenup,  Illinois. 
Deceased. 


JOHN  W.  McCORMlCK 
Rank:   Private. 

Branch  of  Service:   Headquc..  iers  Company  Supply 
Battalion,   12th  Armored  Division. 
Enlisted:  March  31.   1942. 
Discharged:  August  14,   1943. 
Address:  Greenup,  Illinois. 


PAUL  EUGENE  McCULLOUGH 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  May  24,  1944. 
Trained:  Terminal  Island,  California. 
Vessel:  U.S.S.  Arlnac  (APA  128). 
Served  in  American  Theatre. 
Discharged:  February  26,   1946. 
Address:  Greenup,  Illinois. 


WALTER  L.  McDADE 
Rank:  Technician  Third  Grade. 
Branch  of  Service:  48th  Evacuation  Hospital. 
Entered  Service:  March  30,   1943. 
Battles:  Central  Burma. 
Discharged:  October  26,  1945. 
Address:  Greenup,  Illinois. 


FRANCIS  HUNTER  McCLEAN 
Rank:  Second  Lieutenant. 
Branch  of  Service:  Veterinary  Corps. 
Enlisted:  May  18,  1917. 
Discharged:  July  22,  1919. 


FORREST  L.  McDERMOTT 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Company  D,.   114th  Infantry,  44th 
Division. 

Entered  Service:  February  22,  1943. 

Battles:  Northern  France,  Rhineland,  Central  Europe, 
Discharged:  November  28,  1945. 
Address:  Box  172.  Neoga,  Illinois. 


LO.VELL  F.  McCLELLAN 
Rank:   Technician  Fifth  Grade. 
Branch  of  Service:    14th  Reinforcement  Depot. 
Entered  Service:  April  16,   1942. 

Battles:  Algeria-French  Morocco,  Tunisian,  Sicilian,  North- 
ern France,  Normandy,  Ardennes.  Rhineland,  Central  Europe. 
Discharged:  September  20,    1945. 
Address:  Neoga,  Illinois. 


JOHN  w.  McDonald 

Rank:   Private. 

Branch  of  Service:  Company  B.,  309th  Machine  Gun  Battalion. 

Entered  Service:  April  28,  :918. 

Battles:  St.  Mihiel,  Meuse-Argonne  Offensive.  Limey 

Sector. 

Discharged:  June  9.  1919. 

Address:  Greenup,  Illinois. 


110 


JOHN  McDonald 

Rating:   Radioman  Second  Class. 

Branch  of  Service:  Naval  Reserve. 

Entered  Service:   June  23,   1943, 

Trained:  Great  Lakes,  Illinois;  University  of  Chicago; 

Casco  Bay.  Portland.  Maine;  New  York,  New  York. 

Vessel:    U.S.S.  Jacoo  Jones  (DE   130) 

Discharged:  May  3,   1946. 

Address:   Neoga,  Illinois. 


JOHN  DAVID  McELRAVY 
Rank;   Private. 

Branch  ol  Service:  Marine  Corps. 
Entered  Service:  August  8,   1945. 
Discharged:  October  22,   1945. 
Address:  Greenup,  Illinois. 


WILSON  G.  McFALL 
Rank:  Staff  Sergeant, 

Branch  of  Service:   Connpany  B.,  51st  Infantry  Training 
Battalion. 

Entered  Service:  April  2,  1941. 
Battles:  East  Indies,  Guadalcanal,   Papuan. 
Discharged-  October   12,    1945. 
Address:  6452nd  South  Winchester  Avenue,  Chicago,  Illinois. 


DONALD  P.  McFARLING 
Rank:  Sergeant. 

Branch  of  Service:  78th  Army  Air  Force  Base  Unit. 
Enlisted:   February  10,    1941. 

Battles:   New  Guinea,  Southern  Philippines  Liberation,  Luzon. 
Discharged:  October   14,    1945. 
Address:   Hazel  Dell,  Illinois. 


GLEN  McGAUGHEY,  JR. 
Rating:  Water  Tender  Third  Class, 
Branch  of  Service:   Naval  Reserve. 
Enlisted:  August  31.   1942. 
Trained;  Great  Lakes,  Illinois, 
Vessel:  U.S.S,  Louisville. 
Discharged:   November  10,   1945. 
Address:  Jewett,  Illinois. 


CHARLES  V.  McKINNEY 
Rank;  Corporal. 

Branch  of  Service:   Enlisted  Reserve  Corps. 
Entered  Service:   July  23,    1942. 
Discharged:  January  26.   1945. 
Address.  Neoga,  Illinois. 


WARREN  W.  McKINNEY 
Rank;  Technician  Fifth  Grade. 
Branch  of  Service:    195th  Gas  Supply. 
Entered  Service:  September  19,  1942. 
Battles:   Normandy,  Northern  France,  Rhineland, 
Central  Europe. 

Discharged:  December  17,   1945. 
Address:  Route  #2,  Toledo,  Illinois. 


JAMES  J.  McKINNEY 
Rank.   Private  First  Class, 

Branch  of  Service;  Battery  B.,  94th  Field  .-Artillery  Battalion. 
Entered  Service:  January  l6,   1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Centra!  Europe. 
Discharged:  October  25.   1945. 
Address:  Route  2,  Toledo,  Illinois. 


WILLIAM  J.  McMORRIS 
Rank:  Sergeant. 

Branch  of  Service:    355th  Army  Air  Force 
Base  Unit. 

Entered  Service:  June  14,   1944. 
Discharged:  April  21,   1946. 
Address:  Greenup,  Illinois. 


LELAND  M.  McMORRIS 
Rank:   Technician  Fifth  Grade. 

Branch  of  Service:  872th  Engineers  Aviation  Battalion. 
Entered  Service:   January  7,   1943. 
Battles:   Leyte.  Ryukyus,  New  Guinea. 
Discharged:  November  29,   1945. 
Address:  Greenup,  Illinois. 


RICH.'\RD  LACEY  McMUMM 
Rank.  Second  Lieutenant. 
Branch  of  Service:  Infantry,  Army. 
Battles:  American  Sector,   Verdun  Sector. 
Discharged:   February  25,   1919. 


ROBERT  R.  McNAIR 
Rank:   Private. 

Branch  of  Service:   Mail  Department,  26th  Division. 
Entered  Service:  September  20.  1917. 
Battles:  Meuse-Argonne  Offensive, 
Discharged:  April  29,   1919. 
Address:  Neoga,  Illinois. 


FRANK  E.  McPHERSON 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Battery  D,,  466th  PEA  Battalion. 
Enlisted:  July  11,  1942. 
Battles:  Central  Europe. 
Discharged:  November  13,  1945. 
Address:  2808  Champaign  Avenue,  Mattoon,  Illinois, 


RAY  H.  McGAUGHEY 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  390th  Refrigeration    Truck 
Detachment. 

Entered  Service:   February  24,   1944, 
Discharged:  April  22,   1946. 
Address:   Box  327,  Calumet,  Illinois. 


CARL  H,  McCORMACK 
Rank:   Private. 

Branch  of  Service:    Headquarters  and  Headquarters 
Company  Battery  Headquarters  C. 
Enlisted:  November   1.    1945. 
Discharged:    February  22,   1947. 
Address:   Greenup,  Illinois, 


ROBERT  LOUiS  MODRELL 
Rank:    Private. 

Branch  of  Service:  Medical  Department. 
Entered  Service:  March  4,   1918. 
Served  in  American  Expeditionary  Forces. 
Discharged:  August  28,   1919. 


JAMES  RYLAND  MAILS 
Rank:  Wagoner. 

Branch  of  Service:    Headquarters  Department, 
83rd  Division. 

Entered  Service:  May  II,   1917. 
Served  in  American  Expeditionary  Forces. 
Discharged:   February  1,  1919. 


ROBERT  G.  McMECAN 
Rank.  Technical  Sergeant. 

Branch  of  Service:  Connpany  H.,  404th  Engineers 
Combat  Battalion. 

Entered  Service:  November  9,    1944. 
Discharged:  July  1,   1946. 
Address:  Greenup,  Illinois, 


DON  MARKWELL 
Rank:  Sergeant. 

Branch  of  Service:  Headquarters,  13th  Air  Force. 
Entered  Service:  July  23,   1942. 

Battles:  New  Guinea,  BisRiarck-Archipelago,  Southern 
Philippines,  Luzon. 
Discharged:  November  28,  1945. 
Address:  Rural  Route,  Greenup,  Illinois. 
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LEE  MARKWELL 
Rating:   Yeoman  Third  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  May  2.9,  1945. 

Trained:  Great  Lakes,  Illinois;  Pearl  Harbor. 
Discharged:  August  10.   1946. 
Address:  Route  3,  Greenup,  Illinois. 


J.  EUGENE  MATTISON 
Rank:  Sergeant. 

Branch  of  Service:    Bomb  Crew  Section  477th 
Squadron,   Barksdale  Field,  Louisiana, 
Entered  Service;  June  5,    1943. 
Discharged:  December  16,    1944. 
Address:  Greenup,  Illinois. 


EDGAR  L.  MARKWELL 
Rank:   Private. 

Branch  of  Service:  Detachment  of  Patient 
Station  Hospital,  Fort  Bragg,  North  Carolina, 
Entered  Service:  March  20,   1942. 
Discharged:  April  13,   1943. 
Address:  Greenup,  Illinois. 


RUSSELL  D.  MARKWELL 
Rank:  Corporal. 

Branch  of  Service:  Battery  A.,  695th  ARM  Field  Artillery 
Battalion. 

Entered  Service:   February  4,   1942, 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  October  ZZ,  1945. 
Address:  Route  #3,  Greenup,  Illinois. 


JACK  E.  MARTINDALE 
Rank:   Technician  Fourth  Grade. 

Branch  of  Service:  Battery  A,,   132nd  Antiaircraft 
Artillery. 

Entered  Service:  January  7,   1942. 
Battles:  Northern  France,  Rhineland,  Central 
Europe. 

Discharged:  January  18,   1946. 
Address:  Neoga,  Illinois. 


JOHN  WESLY  MASON 
Rating:  Shipfitter  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  November  30,    1942. 
Trained:  Wilmington.  Virginia;  97th 
Seabees,  Com.  Nine, 
Discharged:  November  8,   1945, 
Address:  Greenup.  Illinois. 


DOROTHY  W.  MASSEE 
Rank:  Second  Lieutenant. 

Branch  of  Service:  3501st  Army  Air  Force 
Base  Unit. 

Enlisted:  April  24,  1944. 
Discharged:  September  28,  1945. 
Address:  Greenup,  Illinois. 


BENNY  MATHENY 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Army,  Aviation  Engineers.  82nd  Airborne. 
Trained:   Fort  Knox,  Kentucky;  Fort  Warren,  Wyoming. 
Battles:  Sicily,  Italy,  Normandy,  Rhine,  Battle  of  the  Bulge, 
Holland  and  Germany  Campaign. 
Tinne  Served:  40  months. 

Served  as  Glider  Trooper  and  Heavy  Machine  Gunner;  was 
also  with  the  17th  Infantry  and  Third  Armored  Division. 
Was  chosen  Soldier  of  the  Week  at  Fort  Warren.  Wyoming. 


EUGENE  J.  MATTISON 
Rank:  Sergeant. 

Branch  of  Service:  Army,  Aerial  Gunner. 
Entered  Service:  June   19,  1943. 
Discharged:  December   16,   1944. 
Address:   Box  151,  Greenup,  Illinois. 


FORREST  D.  MATTESON 
Rank:  Private  First  Class. 

Branch  of  Service:   Unassigned  Station  Hospital.  Service 
Command  Unit  1911. 
Entered  Service:  October  28,   1942. 
Discharged:  October  22,  1943. 
Address:  Greenup,  Illinois. 

LOUIS  D.  MATTESON 
Rank;   Private  First  Class. 

Branch  of  Service:   Headquarters  and  Headquarters 
Detachment,  4th  Coast  Artillery  Battalion  (HD). 
Enhsted:  September  30,   1942. 
Discharged:  October  14,   1945, 
Address:  Greenup,  Illinois. 


LOREN  DEAN  MAXWELL 
Rating:   Yeoman  Third  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  April  U,   1945. 

Trained:  Great  Lakes,  Illinois;  AD  Commander 
in  Pacific. 

Discharged:  July  31,  1946. 
Address:  R.F.D.  #3,  Gree..i*p,  Illinois. 


DEAN  INMAN  MAXWELL 
Rank:  Corporal. 

Branch  of  Service:  Marine  Corps. 
Enlisted:  June  24,   1943. 

Battles:  Saipan,  Tinian,    Mariana  Islands.  Iwo  Jima.  Volcano 
Islands. 

Discharged:  January  24,  1946. 
Address:  Greenup.  Illinois. 


DONALD  W.  MAXWELL 
Rank:  Private  First  Class. 

Branch  of  Service:  Medical  Detachment,  78th  Station 
Hospital. 

Entered  Service:  September  18,  1942. 
Battles:  Rome-Arno,  Southern  France,  Rhineland. 
Discharged:  November   16,  1945. 
Address:  Route  3,  Charleston,  Illinois. 


RAYMOND  K.  MAY 
Rank:  Sergeant. 

Branch  of  Service:  Company  A.,  709th  Tank  Battalion. 
Entered  Service:  June   16,  1941. 

Battles:  Nornnandy,  Northern  France,  Rhineland, 
Discharged:   January  26,   1946. 
Address:  Neoga,  Illinois. 


JOHN  THOMAS  MATTESON 
Rating:  Seaman  First  Class. 
Branch  of  Service.  Naval  Reserve. 
Enlisted:  July  3,   1944. 
Trained:  Great  Lakes.  Illinois, 
Vessel:  U.S.S.  LST  860. 
Discharged:  June  7,  1946. 
Address:  Greenup,  Illinois. 


JAMES  E.  MAYBALL 
Rank:   Corporal. 

Branch  of  Service:   Battery  C.  553rd  Antiaircraft 
Artillery  Air  Wing  Battalion. 
Entered  Service:    February  22,  1943, 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged;  January  26,  1946. 
Address;  Neoga,  Illinois. 


HARLAN  WAYNE  MATTESON 
Rating:  Seaman  Second  Class, 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   May  6,   1943. 

Trained:  Great  Lakes,  Illinois;  Armed  Guard  School, 
Mississippi;  Armed  Guard  Center,  Brooklyn,  New  York. 
Vessels:  SS  Thomas  Kerans;  SS  Jesse  Cattrell;  U.S.S. 
Tranquility  A.  H.  4. 
Discharged:  March  14,   1946. 
Address:  Greenup,  Illinois. 


WILLIAM  W.  MEANS 
Rank:   Private  First  Class. 

Branch  of  Service:   Headquarters  Company,  3rd  Battalion, 
8th  Infantry  Regiment. 
Entered  Service:  November  21.   1941. 

Battles:  Rhineland,  Ardennes,  Nornnandy,  Central  Europe. 
Northern  France. 
Discharged:  September  29,  1945. 
Address:  Route   1,  Casey,  Illinois. 
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CARL  E.  MEDFORD 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:    Headquarters  Company,   104th  Div 
Entered  Service:    March    16,    1944. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  May  8,  1946. 
Address:  Box  71,  Neoga,  Illinois. 


MORRIS  ALBERT  METTENDORF 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:  June  8,  1945. 
Trained:  Great  Lakes,  Illinois;  Shoemaker, 
California. 

Discharged:  August  5,   1946. 
Address:  Route  #1,  Neoga,  Illinois. 


FREDRICK  MARTIN  MENDENHALL 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  November  9,   1944. 
Trained:  Great  Lakes,  Illinois. 
Vessel     U.S.S.  Crescent  City  (APA  ^l). 
Discharged:  June  2,  1946. 
Address:  Route  liZ.  Mattoon,  Illinois. 


LOUIS  J.  METTENDORF 
Rank:  Private. 

Branch  of  Service:  Unars.  Guard,  Auxiliary 
Remount  Depot  319. 
Entered  Service:  June  27,   1918. 
Discharged:  May  16,   1919. 
Address;   Neoga,  Illinois. 


HAROLD  E.  MENDENHALL 
Rank:  Corporal. 

Branch  of  Service:    305th  Airdrome  Squadron. 
Entered  Service:  November  II,  1942, 
Battles:  South  Philippines,  New  Guinea. 
Discharged:   January  9,   1946, 
Address:   Neoga,  Illinois. 


ELDRED  D.  MEYERS 
Rank:  Technician  Fifth  Grade, 

Branch  of  Service:   Battery  MG.,  673rd  Antiaircraft  Artillery. 
Entered  Service:  August  30,   1943. 
Battles:  New  Guinea,  Southern  Philippines. 
Discharged:  January  9,  1946. 
Address:   Box  232,  Neoga,  Illinois. 


LLOYD  E.  MENDENHALL 
Rank:  Corporal. 

Branch  of  Service:    I6l3th  Service  Command  Unit,  Head- 
quarters and  Headquarters  Company  Receiving  Station, 
Camp  Grant,  Illinois. 
Entered  Service:   February  4,    1942, 
Battles:  Guadalcanal  Cannpaign. 
Discharged:  September  28,  1945. 
Address:  Route  Z,  Neoga,  Illinois. 


CARL  MENDENHALL 
Rank:   Private. 

Branch  of  Service:   Headquarters  Company, 
37th  Infantry. 

Entered  Service:  May  ZZ.   1918. 
Discharged:  March  18,   1919. 
Address;   Toledo,  Illinois. 


WILLIAM  D.  MERRIWFATHER 
Rating:  Radioman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:   November   23,  1943. 
Trained:  Great  Lakes,  Illinois. 

Vessels:    U.S.S.  LCI  (L)  810;  U.S.S.  LCI  (G)  810; 
U.S.S.  LCI  (M)  810. 
Discharged:   January  11,  1946. 
Address;   Box  41,  Jewett,  Illinois, 


HAROLD  ANDREW  MESNARD 
Rating:  Seaman  First  Class, 
Branch  of  Service:  Naval  Reserve. 
Trained:  Farragut,  Idaho;  San  Diego,  California, 
Vessel:  U.S.S.  Ashtabula. 
Discharged:  December  17,    1945. 
Address:  Neoga,  Illinois. 


MORRIS  ALBERT  METTENDORPH 
Rating;  Seaman  First  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  June  27,   1945. 

Trained:  Great  Lakes,  Illinois;  Shoemaker, 
California. 

Discharged;  August  5,  1946. 
Address:  Neoga,  Illinois. 


FRANK  V.  MEYERS 
Rank:  Sergeant. 
Branch  of  Service:  Ordnance. 
Entered  Service:   March  4,   1943. 
Battles:   Rhineland,  Central  Europe. 
Discharged:  October  16,   1945. 
Address:  Effingham,  Illinois, 


GEORGE  EDWARD  METZGER 
Rating:   Pharmacist's  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   December  13,  1942. 

Trained:  Great  Lakes,  Illinois;  Portsmouth,  Virginia;  21st 
Replacement  Base.   1st  Battalion,  4th  Marines. 
Vessels:   U.S.S.  Pinkney  CB  78, 
Discharged:  November  20,   1945. 
Address;  Route  #1,  Neoga,  Illinois. 


WILLIAM  E.  MILLER 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  321st  Engineers  Battalion. 
Entered  Service:  October  8,  1942. 
Battles;  South  Philippines,  Ryukyus. 
Discharged:   December  25,  1945. 
Address:   Route  #4,  Casey,  Illinois. 


JESSE  C.  MILLER 
Rank:  Private  First  Class. 

Branch  of  Service;  Connpany  H.,   1  06th  Infantry. 
Entered  Service:  September  22,    1941, 
Discharged:  Novennber   17,  1945. 
Address:  Route  #4,  Casey,  Illinois. 


RICHARD  W.  MILLER 
Rank:  Private  First  Class. 
Branch  of  Service:  31st  Infantry  Regiment. 
Entered  Service:   January  9,  1945, 
Discharged:  Novennber  30,   1946, 
Address:  Route  3,  Greenup,  Illinois, 


ROY  MILLER 
Rank:   Private. 

Branch  of  Service:  330th  Infantry  Regiment. 
Entered  Service:  April  26,  1944, 
Battles:  Rhineland, 
Discharged:  July  19,  1945. 
Address:  Greenup,  Illinois, 


LOUIS  G.  METTENDORF 
Rank;   Technician  Fourth  Grade. 

Branch  of  Service;  Company  B.,  767th  Tank  Battalion. 
Entered  Service:  September  12,   1942, 
Battles:  South  Philippines,  Luzon,  Ryukyus. 
Discharged:  March  1,   1946. 
Address:  Route  #1,  Neoga,  Illinois. 


LAWRENCE  G.  MILLER 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Company  L,,  381st  Infantry,  Army. 
Entered  Service;  October  8,   1942, 
Battles:   Philippines,  Ryukyus. 
Discharged:  December  25,   1945. 
Address:  Greenup,  Illinois. 
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FRANK  L.  MILLER 
Rank:  Private. 

Branch  of  Service:  Company  B., 
Infantry. 

Entered  Service:   May  It,  1918. 
Battles:  Argonne,  St.  Mihiel. 
Discharged:  July  26,   1919. 
Address;  Toledo,  Illinois. 


DUANE  L.  MILLER 
Rank:  Corporal. 

Branch  of  Service:    Headquarters  Company, 
1615th  Service  Unit,  Fort  Brady,  Michigan. 
Entered  Service:  September  18,   1942. 
Discharged:  September  25.   1943. 
Address:  Greenup,  Illinois. 


CALVIN  ROBERT  MILLS,  JR. 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  October  21,   1943. 

Trained;  Construction  Battalion,  Wilmington,  Virginia; 
Construction  Battalion  Detachment  #1051;  Construction 
BatUlion  Detachment  #1050. 
Discharged;  March  28,  1946. 
Address:  Casey,  Illinois. 


WILLIAM  H.  MITCHELL 
Rank:  Staff  Sergeant. 

Branch  of  Service:  460th  Squadron,  348th  Training  Group. 
Entered  Service;  July  6,   1942. 

Battles:  New  Guinea,  South  Philippines  Liberation. 
Discharged:  February  28,   1946. 
Address:  Greenup,  Illinois. 


CHARLES  W.  MITCHELL 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Headquarters,  Seabees. 
Entered  Service;  August  7,   1945. 
Discharged:  December  26,   1946. 
Address:  Box  242,  Greenup,  Illinois. 


ALBERT  D.  MITCHELL 
Rank;  Staff  Sergeant. 

Branch  of  Service:   Headquarters  Company,  417th 
Infantry. 

Entered  Service;  March  30,  1943. 
Battles;  Ardennes,  Rhineland,  Central  Europe. 
Discharged;  December  30,  1945, 
Address:  Box  162,  Greenup.  Illinois. 


ARTHUR  R.  MITCHELL 
Rank:  Corporal. 

Branch  of  Service:    557th  Army  Air  Force  Base  Unit. 
Enlisted:   May  20,    1942. 

Battles:  Egypt-Libya.  Tunisia,  Naples-Foggia. 
Discharged;  October  25,   1945. 
Address:  Greenup,  Illinois, 


DRADEN  CARI    MOORE 
Rank:  Engineer  Second  Class. 
Branch  of  Service:  Na\'y. 
Enlisted:   December  30,   1916. 
Battles:  Germany,  Europe. 
Served  aboard  U.S.S.  Wyoming. 
Discharged;  December  11.   1919. 


ROBERT  M.  MOORE 
Rank:   Private  First  Class, 

Branch  of  Service:    1960th  Ordnance  Company 
Aviation. 

Entered  Service;  September  18.   1942. 
Discharged.  January  10,    1946. 
Address;   Route  #2,  Greenup.  Illinois. 

CLARENCE  E.  MONROE 
Rank;  Technician  Fourth  Grade. 

Branch  of  Service:  Company  C.  47Th  Armored  Iniantry 
Battalion. 

Entered  Service;   May  12,   1942. 

Battles.  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  October  19,   1945. 
Address:  Greenup,  Illinois. 


PEARL  J.  MONRONEY 
Enlisted:  September  25,   1942;  Indianapolis,  Indiana. 
Branch  of  Service:  WAAC. 

Trained:  Fort  Des  Moines,  Iowa;  assigned  to  Air  Forces 
at  Baltimore,  Maryland;  Camp  Polk,  Louisiana  for  training 
in  Chemical   Warfare;  Fort  Devens,  Massachusetts  for  ad- 
vanced overseas  training. 
Embarkation:  September  4,  1943. 
Served  in  England  and  France. 

Awarded:   WAAC  Ribbon,  European  Theatre  Ribbon,  Victory 
Medal,  European-African-Middle  Eastern  Ribbon,  Navy 
European  Theatre  Ribbon. 
Discharged:  October   13,   1945,  Fort  Des  Moines.  Iowa. 


GEORGE  MORGAN 
Rank;  Private, 

Branch  of  Service;  4th  Company,    1st  Battalion, 
159th  Depot  Brigade. 
Entered  Service-  February  23.    1918. 
Discharged:  December  23,   1918. 
Address:    Toledo,  Illinois. 


WILLIAM  R.  MORGAN 
Rank:  Private. 

Branch  of  Service:   Medical  Department. 
Recalled:  March  12,   1942. 
Served  with  U.S.A. F.C.P.A. 
Discharged;   December  29,   1943. 
Address;  Trilla,  Illinois. 


GEORGE  J.  MORGAN 
Rank:  Private  First  Class. 

Branch  of  Service;  Company  E,,  35th  Infantry 
Regiment. 

Entered  Service;   February  15,  1945, 
Discharged;   December  8,   1946. 
Address:   Route  #3,  Greenup.  lUinois. 


WILBUR  F,  MORRIS 
Rank;  Corporal. 

Branch  of  Service:    P.M.E.  202nd  O.S.  Corps. 
Entered  Service:    June  24,   1918. 
Served  in  American  Expeditionary  Forces. 
Discharged;  Septennber  27,   1919. 
Address:  Toledo,  Illinois. 
Deceased. 

MELLARD  T.  MOSES 
Rank:  First  Lieutenant. 

Branch  of  Service:   52nd  Battalion,  Infantry  Replacement 
Training  Corps,  Camp  Wolters,  Texas. 
Entered  Service;  November  21,  1942. 
Discharged;  Decennber  4,   1945. 
Address;   Box  211,  Toledo,  Illinois. 


CHARLES  M.  MUDD 
Rank:  Private  First  Class. 

Branch  of  Service:  Reconnaissance  Company,  703rd  Tank 
Destroyer  Battalion. 
Entered  Service:  June   16,  1941. 

Battles;  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:   July  31,   1945. 
Address;  Route  3,  Toledo,  Illinois. 


LESLIE  R.  MULLEN 
Rank;   Technician  Fifth  Grade. 

Branch  of  Service;   Battery  C,  863rd  Antiaircraft  Artillery 
Air  Wing  Battalion. 
Entered  Service:  March  20,  1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  October  12,  1945. 
Address:   Route  #4,  Casey,  Illinois, 


CHARLES  CLIFTON  MULLEN 
Rating:  Seaman  Second  Class, 
Branch  of  Service:  Aviation  Cadet,  V-5. 
Enlisted;  June   18,   1942. 
Discharged:  August  30,  1943. 
Address:  Toledo,  Illinois. 
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ORA  MULLEN 
Rank:  Corporal. 

Branch  of  Service:  Company  A.,   130th  Infantry. 
Entered  Service:  August  23,   1917. 

Battles:   Meuse-Argonne,  Somme,  Army  of  Occupation. 
Discharged:   May  30,   1919. 
Address:  Casey,  Illinois. 


FRED  EUGENE  NICHOLS 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Enlisted:  February  8,   1943. 

Vessels:    U.S.S.  LST  457;  U.S.S.  LSM  5Z0;  U.S.S.  LSM  490; 
U.S.S.  LSM  541. 
Discharged:   January  Zb,   1947. 
Address:  Box  141,  Greenup,  Illinois. 


CHARLES  C.  MULLEN 
Rating:  Aerographer's  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  September   18,   1944, 

Trained:  Great  Lakes,  Illinois;  Lakehurst,  New  Jersey; 
Alameda,  California. 
Vessel:  U.S.S.  Chester. 
Discharged:   March  24,   1946. 
Address:   Route   1,  Toledo,  Illinois. 


WILLIAM  ANDREW  MUMFORD 
Rating:  Ship's  Cook  Third  Class. 
Entered  Service:  March  28,   1926. 

Trained:  Corpus  Christi,  Texas;  Liberty,  Missouri;  Yankton. 
South  Dakota;  Great  Lakes,  Illinois:  Memphis,  Tennessee: 
Guam. 

Discharged:  November  6,  1947. 
Address:   629th  South  2nd  Street,  Springfield,  Illinois. 


EUGENE  C.  MURRAY 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  I,  136th  Infantry. 
Entered  Service:  April  15.  1942. 
Battles:  New  Guinea,  Luzon. 
Discharged:  November  20,  1945, 
Address:  Toledo,  Illinois. 


CLAREL  E.  MYERS 
Rank:   Private  First  Class. 
Branch  of  Service:   389th  Infantry  Medical 
Detachment,  98th  Division. 
Entered  Service:  December  i  0,  1942. 
Discharged:  January  30,  1946. 
Address:  c/o  John  Myers,  R.F.D.  2,  Toledo^ 
Illinois, 


GOLDEN  L.  MYERS 
Rank:   Private. 

Branch  of  Service:  Headquarters  Company,  2nd  Battalion, 
32nd  Infantry  Division. 
Entered  Service:  April  15,   1942. 

Battles:  Eastern  Mandates,  Southern  Philippines,  Ryukyus. 
Discharged.  August  17,   1945. 
Address:  Greenup,  Illinois. 


IRL  J.  NEAL 
Rank:    Private. 

Branch  of  Service:   Battery  A.,  312th  Field  Artillery. 
Enlisted:  May  16,    1918. 

Served  in  Annerican  Expeditionary  Forces. 
Discharged:   July  31,   1919. 
Address:  Chicago,  Illinois. 


JOHN  A.  NOFFKE 
Rank:   Private. 

Branch  of  Service:  Medical  Section, 
Station  Complement  N.  Y.  P.  E. 
Recalled:  September  9,   1942. 
Discharged.   March  25,    1943. 
Address:  Neoga,  Illinois. 


AUGUST  A.  NOFFKE 
Rank:   Private, 

Branch  of  Service;   Company  E.,  77th  Infantry. 
Entered  Service:  September  5.  1918. 
Discharged:   January  17,   1919. 
Address:  Sigel.  Illinois. 


DONALD  ELWOOD  NORTHWAY 
Rating:  Seaman  First  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:  January  18,  1942. 
Discharged:  November  6,   1945. 
Address:   Box  55,  Greenup,  Illinois. 


JOHN  S.  NORVIEL 
Rank:  Wagoner. 

Branch  of  Service:    I  1  5th  Sanitary  Train. 
Entered  Service:  Seprember    19,   1917. 
Discharged:   April  26,    1919. 
Address:  2412  Charleston  Avenue, 
Mattoon,  Illinois. 


MINOR  OAKLEY 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Company  D.,    155th  Infantry. 
Entered  Service:   March  20,   1941, 

Battles:  Luzon,  Southern  Philippines,   Bismarck-Archipelago. 
Discharged:  October  6,   1945. 
Address:  Route  #2,  Toledo,  Illinois. 


RALPH  E.  OAKLEY 
Rank:  Private. 

Branch  of  Service:  Arnny,  Service  Command  Unit, 
6911    Unassigned  Station  Hospital. 
Entered  Service:  October  8,   1942. 
Discharged:  September   10,   1943. 
Address:  Toledo,  Illinois. 


JOHN  E.  OAKLEY 
Rank:   Private  First  Class. 
Branch  of  Service:  Station  Complement, 
8th  Service  Command. 
Enlisted:  April  24.   1942. 
Discharged:  November  20.   1942. 
Address:    Toledo,  Illinois. 


VICTOR  R.  NEESE 
Rank:  Private. 

Branch  of  Service:   Headquarters  and  Headquarters  Detach- 
ment, 2nd  Training  Regiment,  Camp  Wheeler,  Georgia. 
Entered  Service:   June  30,  1944. 
Discharged:  November  6,   1945. 
Address:  Box  308,  Greenup,  Illinois. 


HAROLD  D.  OAKLFY 
Rank:  Staff  Sergeant. 

Branch  of  Service;   Company  D,,   ll4lhITB. 
Entered  Service.   April  25,    1941. 

Battles     Guadalcanal,  Northf-rn  Solomons.  Camp:^iyn. 
Discharged:    July   17.    1945. 
Address,     Route  #2,  Toledo,  Illinois. 


I 


BERLIN  L.  NEESE 
Rank:  Technician  Fourth  Grade, 

Branch  of  Service:  Company  D.,   372nd  Diesel  Engineers, 
General  Regiment. 
Entered  Service:  January  7,   1943. 
Battles:  Rhineland.  Ardennes,  Central  Europe. 
Discharged:  October  6,    1945. 
Address;  Greenup,  Illinois. 


115 


CECIL  L.  OAKLEY 
Rank;  Technician  Fifth  Grade. 

Branch  of  Service:    Battery  B.,  350th  Antiaircraft 
Artillery. 

Entered  Service:  March  20,  1942. 
Battles:  New  Guinea,  Luzon. 
Discharged;   December  29,   1945. 
Address:   Toledo,  Illinois. 


FRANCIS  WARREN  OAKLEY.  JR. 
Rank:  Corporal. 

Branch  of  Service:  Marine  Corps. 
Enlisted:  August  31.   1943. 
Discharged:   July  1,   1946. 
Address:  Toledo,  Illinois. 


ALBERT  ORSBORN 
Rank;  Private  First  Class. 

Branch  of  Service:  Company  O.,  254th  Infantry. 
Entered  Service:  November  3,   1943. 
Discharged:  December  14,   1946. 
Address:  Box  15,  Greenup,  Illinois. 


FRANCIS  G.  OAKLEY 
Rank:   Technician  Fifth  Grade. 
Branch  of  Service:  Company  B.,  8lst  ITB. 
Entered  Service:  November  Z3,   1943. 
Discharged:  April  10,   1946. 
Address:  Greenup,  Illinois. 


LYLE  OAKLEY 
Rank:  Private  First  Class. 

Branch  of  Service:   552nd  Amphibious  Carps. 
Entered  Service:  January  16,   1942. 
Discharged:  November  25,  1945. 
Address:  Jewett,  Illinois. 


EDWARD  G.  O'DAY 
Rank:   Private  First  Class. 

Branch  of  Service:    13th  Discharge  Company 
l.R.L.L. 

Enlisted:  March  3,    1918. 
Discharged:  December  30,  1918. 
Address:  Toledo,  Illinois. 


LEONARD  A.  OSBORNE 
Rank.   Private. 

Branch  of  Service:   Hospital  Corps  of 
the  U.S.  Army  Regiment. 
Enlisted;   May  20.   1898. 
Served  in  Spanish-Annerican  War. 
Discharged    April  27,   1899. 


FRANCIS  W.  OWEN 
Rank;  Sergeant, 

Branch  of  Service:   146th  Army  Air  Force 
Base  Unit. 

Entered  Service:   October  8,   1942. 
Discharged:  February  11,   1946. 
Address:  Route  #3,  Box  1,  Greenup,  Illinois. 


RAYMOND  D.  OWEN 
Rank:  Corporal. 

Branch  of  Service:  402nd  Bomb  Squadron, 
Entered  Se  rvice:  November  5,    1942. 
Battles:  Air  Offensive  Japan.  Eastern  Mandates. 
Discharged:   February  10,    1946. 
Address     Route  #4,  Casey,  Illinois. 


ROBERT  L.  OHMEN 
Rank:  Technical  Sergeant. 

Branch  of  Service:  430th  Fighter  Squadron. 
Entered  Service:  November  5,   1942. 

Battles:  Air  Offensive  Europe,  Normandy,  Northern  France, 
.A.rdennes,  Rhineland,  Central  Europe. 
Discharged:  October  8,   1945. 
Address:   Toledo,  Illinois;  Box  206. 


VERNON  H.  021ER 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Battery  C,  B3rd  Armored,  Field  Artillery 
Battalion, 

Entered  Service:   June  25,  1942. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:   December  3,    1945. 
Address:   Box  181,  Greenup,  Illinois. 


WILLIAM  C.  OHMEN 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  M.,   142nd  Infantry, 
A  PC  26. 

Entered  Service:   February  23,    1943, 
Discharged;  October   13,    1945, 
.■Address:   Toledo,  Illinois. 


JAMES  DOIT  OZIER 
Rating:  Electrician's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  April  l6,   1942. 
Discharged:  September  14,   1945. 
Address:  Greenup,  Illinois. 


WILLIAM  EDGAR  OLMSTEAD,  JR. 
Rating:  Pharmacist's  Mate  Third  Class. 
Branch  of  Service:  Navy. 
Enlisted:   March  14,  1944. 

Trained:  San  Pedro,  California;  San  Diego,  California; 
Farragut,  Idaho;  Oceanside,  California. 
Discharged;  June  6,  1946. 
Address:  Toledo,  Illinois. 


CLERMONT  L.  PANGLE 
Rank:    Private. 

Branch  of  Service:  Detachment  Corps  of 
Military  Police. 
Enlisted:  August  25,   1942. 
Discharged:   June  23,  1943. 
Address:   Toledo,  Illinois, 


RICHARD  LEROY  OLMSTEAD 
Rating.    Yeoman  Third  Class. 
Branch  of  Service;  Naval  Reserve, 
Enlisted:  May  9,  1945. 
Trained:  Cannp  Elliott.  California. 
Vessels:  U.S,S.  Staunch;  Comserv  Division  101. 
Discharged:   July  6,   1946. 
Address:  Toledo.  Illinois. 


BEN  J.  OLMSTEAD 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service;   Headuqarters  Company,  8Ist  Division, 
Enlisted:   June   l6,   1942. 

Battles:  South  Philippines,   Bismarck-Archipelago. 
Discharged:  December  14,    1945. 
.Address:   Box  104,  Toledo,  Illinois. 


HAROLD  L.  PARLEY 
Rank:   Private. 

Branch  of  Service:  Company  D,,  1 
Infantry. 

Entered  Service:  March  18,  1941, 
Discharged:  January  28,   1942. 
Address:   Thomasboro,  Illinois. 


KELLY  PAUL 
Rank:   Private  First  Class. 

Branch  of  Service:   340th  Military  Police  Eg.  Detachment. 
Entered  Service:  July  25,   1941. 

Battles:  Rome-Arno,  North  Apennines,  Southern  France, 
Discharged:  October  ZZ,  1945, 
Address:   Greenup,  Illinois. 


CHARLES  V.  ORMSBY 
Rank:   Private. 

Branch  of  Service:  A.S.F.T.C, 
Entered  Service:   July  II,  1945, 
Discharged:  May  14,   1946. 
Address:  Casey,  Illinois. 


LESTER  E.  PAUL 
Rank;  Private  First  Class. 

Branch  of  Service:  Headquarters  Battery,  893rd  Antiair- 
craft Artillery  Air  Wing  Battalion. 
Entered  Service:  January  8,   1942. 

Battles:  Tunisian,  Sicilian,  Rorne-Arno,  Southern  France, 
Rhineland. 

Discharged:  October  2,   1945. 
Address:  R.F.D.  #2,  Greenup,  Illinois. 
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LEE  E,  PAUL 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  A-T  Company,  103rd  Infantry,  Camp 
Shelby,  Mississippi. 
Entered  Service:   February  4,  1942. 

Battles:  Guadalcanal,  Northern  Solomons,  New  Guinea,  Luzon. 
Discharged:  September  27,  1945. 
Address;  Greenup,  Illinois. 


DONAL  J.  PETERS 
Rank:  Private. 

Branch  of  Service:  Army  Ground  Forces 
Replacement  Depot  #1. 
Entered  Service;  August  7,  1945. 
Discharged:  March  4,  1946. 
Address;  Greenup,  Illinois. 


HARRY  PAUL 
Rank:  Technician  Fifth  Grade, 
Branch  of  Service:  70th  RCN  Training. 
Entered  Service:  October  16,    1941. 

Battles:  Algeria-French  Campaigns,   Moroccoan.  Tunisian, 
Sicilian,  Naples-Foggia,  Rome-Arno,  Southern  France, 
Rhineland,  Central  Europe. 
Discharged;  September   18.   1945. 
Address:  Greenup,  Illinois. 


ORIS  E.  PAUL 
Rank:  Private  First  Class. 

Branch  of  Service:  Service  Battery,  989th  Field 
Artillery  Battalion. 
Entered  Service;  August  12,   1943. 
Battles:  Normandy,  Northern  France. 
Discharged:   January  29.   1946. 
Address:   Route  #3,  Greenup,  Illinois. 


SAM  PAUL 
Rank:  Private. 

Branch  of  Service:  Company  C.,  335th  Regiment 
of  Infantry. 

Enlisted:  February  23,   1918, 
Discharged;   July  13,  1918. 
Address;  Greenup,  Illinois. 


NORMAN  W.  PAYTON 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:    Headquarters  Company.  3rd  Battalion, 
381st  Infantry,  96th  Infantry  Division. 
Entered  Service:  October  8.   1942. 
Battles:  Ryukyus.  South  Philippines. 
Discharged:  January  18,    1946. 
Address;  Neoga.  Illinois. 


MAX  BENJAMIN  PENNINGTON 
Rating:  Fireman  First  Class. 
Enlisted;  June  22.   1945. 
Trained:  Great  Lakes,  Illinois. 

Vessels:   U.S.S.  Jenkins  {DD447);  LST  274;  U.S.S.  Sherardi, 
Discharged:  August  1,   1946. 
Address;   Route   1,  Greenup,  Illinois. 


WARREN  E.  PENNINGTON 
Rank:  Private  First  Class. 

Branch  of  Service:   Battery  D.,  945th  Antiaircraft  Artillery 
Air  Wing  Battalion.  APO  #706. 
Battles:  Northern  Solomons, 
Discharged:  August  24,   1945. 
Address;  Route   1,  Greenup,  Illinois. 


NORMAN  W.  PERISH 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Quartermaster  Truck  Company. 
Entered  Service;   January  13,   1942. 

Battles;  Normandy,  Northern  France,  Rhineland,  Central 
Europe. 

Discharged:   December  7,   1945. 
Address:  Greenup,  Illinois. 


FRED  B.  PETERS 
Rank:  Technician  Third  Grade. 
Branch  of  Service:  41st  General  Hospital  . 
Served  in  Trinadad,  French  Guiana. 

Awarded:  American  Defense  Ribbon,  Good  Conduct  Medal, 
Foreign  Service  Ribbons. 
Time  Served:   3  years  (23  months  overseas). 

HOMER  R.  PHELPS 
Rank:  Cook, 

Branch  of  Service:   Company  D.,   52nd 
Tel.  Battalion. 

Entered  Service:   May  26,   1918. 
Served  in  American  Expeditionary  Forces. 
Discharged:  August  U,   1919. 
Address:  Toledo,  Illinois. 

HAROLD  R.   PHELPS 
Rank:  Corporal. 

Branch  of  Service:   Headquarters  Company, 
79th  Field  Artillery. 
Entered  Service.  April  24,   I9I7. 
Discharged:  June  30,  1919. 
Address:  Neoga,  Illinois. 

OPHA  PHELPS 
Rank:   Mechanic, 

Branch  of  Service:   Mechanical  Battalion  F  83rd  Field 
Artillery  Regular  Army  Reservist. 
Enlisted:  August  12,  1913. 

Left  United  States  October  28,    1918,  arrived  in  France 
November  9,    1918;  left  France  January  4,   1919,  arrived 
United  States  January  18,    1919. 
Discharged:  June  4,   1920, 

DONALD  T.  PHIPPS 
Rank.  Private  First  Class. 

Branch  of  Service:  Company  D.,  1st  Medical  Battalion. 
Entered  Service:  July  23,   1942. 

Battles:  Normandy,  Northern  France,  Rhineland,  Ardennes, 
Central  Europe. 
Discharged    October   17.    1945. 
Address:   c    o  Kenneth  Plumber,  Elwin.  Illinois. 

ROBERT  H.  PHILLIPPI 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service;   Headquarters,  25th  Infantry 
Division, 

Entered  Service:   January  9,   1945. 
Battles:  Luzon. 

Discharged:  November  23,   1946. 
Address:   Box  242.  Greenup,  Illinois. 

HOWARD  H.   PHILLIPS 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:   Field  Artillery. 
Entered  Service;   March  20.   1942. 
Battles:   Tunisian,  Sicilian,  Normandy, 
Northern  France. 
Discharged;  October  23,    1945. 
Address:  Route  #2,  Greenup,  Illinois. 


HAROLD  PHILLIPS 
Rank.  Corporal. 

Branch  of  Service:    i230th  Si.Tvir(.* 
Unit.  Army. 

Entered  Service     April   ^5,    1941. 
Discharged.   January  20.   1945. 
Address;    Route   #1.   TrilU.   Illinois 


HENRY  E.  PETERS 
Rank:   Private  First  Class. 
Branch  of  Service;    P.W.E.  Company  78, 
A.S.C. 

Rank:   Private  First  Class. 
Served  in  American  Expeditionary  Forces. 
Discharged:  October  25,   1919. 
Address:   Toledo,  Illinois. 


LEONARD  L.  PHILLIPPI 
Rank:   Private  First  Class. 

Branch  of  Service:   Headquarters  Company.  83rd  Division. 
Entered  Service:   July  23,  1942. 

Battles:  Normandy,  Northern  France.  Ardennes,  Rhineland, 
Central  Europe. 

Discharged:  November  16,   1945. 
Address:  Route  2,  Greenup.  Illinois. 
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ANDREW  A.  PHILLIPPI 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  H.,  707th  Tank 
Battalion. 

Entered  Service;   March  20,  1942, 
Battles;  Ardennes,  Rhineland. 
Discharged:  February  13,   1946. 
Address:  Greenup,  Illinois. 


FRED  H.  PRICE 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Headquarters  Battery,   1 68th  Antiaircraft 
Artillery  Construction  Battalion. 
Entered  Service:   July  23,   1942. 

Battles:   Bisnnarck-Archipelago;  New  Guinea,  South 
Philippines. 

Discharged:  January  1,  1946. 
Address:  Route  2,  Toledo,  Illinois. 


ROBERT  L.  PHILLIPS 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  269th  Port  Company. 
Entered  Service:  May  6.    1943. 
Discharged:   February  19,   1946. 
Address:  Box  35.  Greenup,  Illinois. 


JEWEL  V.  PRICE 
Rank:  Private  First  Class. 
Branch  of  Service:   1072nd  Army  Air  Force 
Base  Unit. 

Entered  Service:  February  28,  1942, 
Discharged:  October  2,   1945. 
Address:    Ludlow,  Illinois. 


CHARLES  F.  PHILIPPI 
Rank:   Private  First  Class. 
Branch  of  Service:  42nd  Hospital  Training, 
Army. 

Entered  Service:  May  12,   1942. 
Discharged:  July  17,   1944. 
Address:  Greenup,  Illinois. 


ROBERT  D.  PIERSON 
Rank:   Private  First  Class. 
Branch  of  Service:  771st  Tank  Battalion. 
Entered  Service:   July  14,  1944. 
Battles:  Central  Europe. 
Discharged:  May  20,   1946. 
Address:  Neoga,  Illinois. 


RAYMOND  R.  PRICE 
Rank:  Corporal. 

Branch  of  Service:  Company  D.,  39th  Infantry. 
Entered  Service:   March  14,    1944. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Enlisted:  December  13,   1945. 
Address:   Box  38,  Neoga,  Illinois. 

CALVIN  W.  PRINTZ 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  B.,  134th  Infantry. 
Entered  Service:   June  25,   1942. 
Battles:  Ardennes,  Rhineland. 
Discharged:  November  6,   1945. 
Address:  Route  #1,  Montrose,  Illinois. 


JOSEPH  ELLAND  PIGG 
Rating:  Coxswain. 

Branch  of  Service:  Naval  Reserve. 
Enlisted:  September  U,  1942. 

Trained:  Corpus  Christi.  Texas;  Norman,  Oklahoma; 
Portland- Weymouth. 

Vessels:   U.S.S.  Milwaukee;  U.S.S,  Chicago, 
Discharged:   January  12,   1946. 
Address:  Toledo,  Illinois. 


JOSEPH  H.  PILMAN 
Rank:  Private  First  Class. 

Branch  of  Service:  4th  Platoon,  686th  Quartermaster 
Bakery  Company. 
Entered  Servicer  March  20,   1941. 
Battles:  Guadalcanal. 
Discharged:  May  22,    1945. 

Address:  c/o  Helen  Schnirer,  4427    North  Seeley,  Chicago. 
Illinois. 


OLAF  CLYDE  PLUMMER 
Rating:  Seannan  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  April  11,   1945. 
Trained:  Great  Lakes,  Illinois. 
Discharged:  August  10,   1946. 
Address:  Greenup,  Illinois. 


CHARLES  G.  PLUMMER 
Rank:  Staff  Sergeant. 

Branch  of  Servicer  Company  L.,  254th  Infantry. 
Entered  Service:  August  12,   1943. 
Battles:   Rhineland,  Central  Europe, 
Discharged:  February  1,   1946. 
Address:   Montrose,  Illinois. 


KENNETH  E.  QUINN 
Rating:   Coxswain. 

Branch  of  Service:  CGC  Elnn.  Coast  Guard 
Reserve. 

Enlisted:   June    13,   1942. 
Discharged:  December   11,   1943. 
Address:  Toledo,  Illinois. 


CARL  RAGON 
Rank:  Sergeant. 

Branch  of  Service:  Connpany  K,,  311st  Infantry, 
Camp  Butner,  North  Carolina. 
Enlisted:  August  25,  1942. 
Discharged:  March  8,   1944. 
Born  at  Hazel  Dell,  Illinois. 


ROY  L.  RAGON 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:   Headquarters  Company  #2, 
Infantry  Advanced  Replacement  Training  Center. 
Entered  Service:  June  23,   1943. 
Discharged;  October  3,   1945. 
Address:  Hazel  Dell,  Illinois. 


LYLE  W.  RANDOLPH 
Rank;  Master  Sergeant. 
Entered  Service:  October  8.    1942. 
Battles:  South  Philippines,  Ryukyus, 
Discharged:  January  12,    1946. 
Address:   Trilla,  Illinoia. 


ERNEST  RANOLPH 
Branch  of  Service:  Army. 
Entered  Service:  October  21,   1918. 
Discharged:  December  22,  1918. 
Address:  Toledo,  Illinois. 


ARTHUR  SHADE  POTTS 
Rating:  Seaman  First  Class, 
Branch  of  Service:   Navy. 
Enlisted:  August  Zl,  1942, 

Trained:  San  Diego,  California;  Pearl  Harbor,  Hawaii; 
Portland,  Oregon;  San  Francisco,  California;  South  Annex, 
Norfolk,  Virginia. 
Vessel     U.S.S.  Hornet. 
Discharged:  April  28,   1944. 
Address-  Effingham,  Illinois. 


SAMUEL  HENRY  POWELL 
Rank:   Private. 

Branch  of  Service:  Enlisted  Reserve  Corps. 
Entered  Service:  August  25,   1942. 
Discharged:  February  10,   1945, 
Address:   Trilla,  Illinois. 


GLENN  L.  F.  RANDOLPH 
Rank:    Private. 

Branch  of  Service:  Coast  Artillery, 
School  L  mps. 

Entered  Service:  March  9,   1918, 
Discharged:  February  6,   1919,. 
Address:  Trilla,  Illinois. 


GLENN  RATCLIFF 
Rank:   Private. 

Branch  of  Service:  Replacement  Troops  Unassigned 
Candidate  24th  Company  C.O.T.S. 
Entered  Service;  September  3,   1918. 
Discharged:  November  14,   1918. 
Address:   Toledo,  Illinois. 
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ROY  G.  RAYMER 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:    Battery  D.,   184th  Antiaircraft 
Gun  Battalion. 

Entered  Service:   January  28,   1941. 
Battles:  Normandy,  Northern  France,  Rhineland 
Ground  Combat. 
Discharged:  June  30,   1945. 
Address:  Neoga,  Illinois. 


DELMAR  E.  RENTFROW 
Rank:  Corporal. 

Branch  of  Service:  Service  Battery,  259th  Field  Artillery 
Battalion. 
,  Entered  Service:  June  25,   1942. 
Battles:  Rhineland,  Central  Europe. 
Discharged:   February '2 3,   1  946, 
Address:   Sigel,  Illinois. 


DEWEY  L.  RAYMER 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  28th  Station  Hospital. 
Entered  Service:  March  20,   1942, 
Battles:  Normandy,  Northern  France,  Rhineland. 
Discharged:  Novennber  26,   1945, 
Address:   1908  Dewitt  Avenue,  Mattoon,  Illinois. 


VERNON  CLARK  RAY 
Rating:   Carpenter's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  October  31.   1942. 

Trained:  Great  Lakes,  Illinois;  Long  Beach,  New  York; 
Londonberry,  N.I.;   Brooklyn,  New  York;  Frontier  Base* 
Thompkinsville.  New  York. 
Discharged:   November  14,   1945. 
Address:   Jewett,  Illinois. 


ROBERT  G.  RAY 
Rank:  Corporal, 

Branch  of  Service:    128th  Reinforcement  Battalion. 
Army  Air  Force. 
Entered  Service:  March  30,   1943. 
Battles:   Northern  France,  Rhineland. 
Discharged:   December  29,  1945. 
Address:   Jewett,  Illinois. 


CHARLES  J.  REED 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  78th  Ordnance  Depot  Company, 
Entered  Service:  November  9,  1944. 
Discharged:  August  29,  1946. 
Address:  Route    1,  Casey,  Illinois. 


DON  L.  RENYOLDS 
Rank:   Private. 

Branch  of  Service:   Personnel  Replacement 
Depot,  Camp  Beale,  California. 
Entered  Service:  January  22.    1945. 
Discharged:   January  1,  1946. 
Address:  Greenup,  Illinois. 


WALTER  G.  RENYOLDS 
Rank;  Private. 

Branch  of  Service:   Battery  A.,   154th  Battalion, 
12th  Field  Artillery  Training  Regiment. 
Enlisted:  July  31.    1942. 
Discharged:  December  23,   1942. 
Address:  Windsor.  Illinois, 


CHARLES  C.  REYNOLDS 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  C,  3  1 1  th  Engineers 
Battalion. 

Entered  Service:  Novennber  5,   1942. 
Battles:  Luzon, 

Discharged:    February  12,   1946. 
Address:  Route  3,  Greenup,  Illinois. 


NORMAN  REPP 
Rating:  Ship's  Cook  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  April  26,    1944. 

Trained:  Great  Lakes,  Illinois;  Fort  Pierce,  Florida. 
Vessel:  LCS  (L)  30. 
Discharged:   January  4,   1946. 
Address:  310  North  8th  Street,  Casey,  Illinois. 


HAROLD  WALLACE  REED 
Rating:  Water  Tender  Second  Class. 
Branch  of  Service:  Navy. 
Enlisted:  August  19,    1941. 

Trained:  Great  Lakes,  Illinois;    RS  Norfolk,  Virginia,  Naval 
Operation  Base,  Norfolk,  Virginia. 

Vessels:  U.S.S.  Memphis:   U.S.S.  Carl;  U.S.S.  Albemarle. 
Discharged:  August  4,   1944. 


HOBART  REDFFRN 
Entered  Service:    October  21,    1918. 
Discharged:   November  II,    1918, 
Address:  Toledo.  Illinois. 


LONNIE   BEMENT  REDMAN 
Rank:   Private. 

Branch  of  Service;   576th  Casualty  Company, 
Camp  Lee,   Virginia. 
Entered  Service-   June  24,  1918. 
Discharged:  January  I,   1919. 
Address,  Jewett,  Illinois. 


FINIS  C.  REKARD 
Rating:  Coxswain's  Mate  First  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:  April  22,   1942. 

Trained:  Norfolk,  Virginia;    15th  Naval  Construction  BatUIion, 
Discharged:  October  3,   1945. 
Address:    114  Woodland  Avenue,  Tampa.  Florida. 


WILLIAM  F.  REUEGER 
Rank:  Wagoner. 

Branch  of  Service:  Supply  Company,   129th  Infantry. 
Entered  Service;  October  6,    1917. 

Battles:  Meuse-Argonne,  Dannevoux-Gercourt,  Bois-de 
Chaume-Bois-de  Plat  Chene,  French  Corps  on  Meuse  River 
(Class  B),  American  Sector  with  Australian  Corps,  Albert 
Sector  with   I  8th  Division  F.E.F,,  Troyan  Sector  Walvie 
District.  Marcheville-Rieville  St.  Hildire,  Chateau  O' 
Aulnuis,  Army  of  Occupation, 
Discharged:   June  6,   1919. 
Address:    Neoga,  Illinois. 


CECIL  EUGENE  RHODES 
Rating:  Storekeeper  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  May  14,   1943. 

Trained:  Great  Lakes,  Illinois,  Hed.  Ron.  FAW.  Nava 
Station,  Naval  Station  3923. 
Discharged:   May  11,   1946. 
Address:   311  South  Chicago  Avenue.  Brazil,  Indiana. 


ROBERT  GLENN  RHOADES 
Rating:  Shipfitler  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  August  5,   1944. 

Trained-  Great  Lakes,  Illinois,  Waipei  Amphibious  Com- 
nnunicaiion  Training  School. 
Vessel;   U.S.S.  LST  681. 
Discharged:   July  28,   1946. 
Address:   Box  313,  Greenup,  Illinois, 


BILLIE  DELMAR  RENNAMAN 
Rating:  Seaman  First  Class. 
Branch  of  Service;   Naval  Reserve. 
Enlisted:  January  11,    1945. 

Trained:  Great  Lake-i,  Illinois:  Navy  #926;  56th  Naval 
Construction  Battalion,  41st  Naval  Construction  Battalion. 
Discharged:  April  15,  1946, 
Address:   2204  Marshall  Avenue,  Mattoon,  Illinois. 


SAMUEL  A.  RHODES 
Branch  of  Service:  Company  A.,  5th  Regiment 
of  Illinois  Cavalry  Vol. 
Enlisted:  August  31,   1861. 
Discharged:  August  13,  1864. 
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RAYMOND  THERON  RHOADES 
Rating:  Coxswain, 

Branch  of  Seryice:  Naval  Reserve, 
Enlisted:  August  28,  1942. 

Trained:  Great  Lakes,  Illinois;  Miami,  Florida; 
Norfolk,  Virginia; 

Vessels:    U.S.S,   Wyoming;   U.S.S.  Reban  James. 
Discharged.  December  21,   1945, 
Address:  Greenup,  Illinois. 


DELBERT  A.  RHOADES 
Rank:    Technical  Sergeant, 

Branch  of  Service:  Service  Company,  7I7th 
Tank  Battalion. 

Entered  Service:  January  16,  1842. 
Battles:   Central  Europe. 
Discharged:  October  12,   1945. 
Address:  Greenup,  Illinois. 


OTTO  RICHARDSON 
Rank:  Private  First  Class. 

Branch  of  Service:  8th  Service  Command  Field  Service 
Unit,  Dallas,  Texas. 
Entered  Service:  August  25,  1942. 
Discharged:  May  23,  1945. 
Address:    1020  Moultrie  Avenue,  Mattoon,  Illinois. 


WILLIAM  ARNOLD  RICHARDSON 
Rating:  Water  Tender  Second  Class. 
Branch  of  Service:   V-6,  Naval  Reserve. 
Enlisted:  March  4,    1942. 
Discharged:   May  24,   1943. 
Address:  Greenup,  Illinois. 


THOMAS  D.  RICHARDSON 
Rank:   Private, 

Branch  of  Service:  Supply  Company,  Tenth 
Infantry,  Army. 
Enlisted:   May  28.   I9I8. 
Discharged:   January  17,   1919, 
Address:   Toledo,  Illinois. 


CHARLES  H.  RIDEY 
Rank:  First  Lieutenant. 

Branch  of  Service:  434th  Replacennent  Company, 
3  1st  Replacement  Battalion. 
Entered  Service:   February  4,   1943. 
Battles:  Ronne-Arno. 
Discharged:   February  4,   1946, 
Address:   Box  273,  Greenup,  Illinois. 


CHARLES  P.  RITCHEY 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  K,,    1  5th  Infantry. 
Entered  Service;  September  23,   1941. 

Battles:   Tunisian,  Algerian,  French  Morocco,  Sicilian, 
Naples-Foggia. 
Discharged:  June    14,   1945. 
Address:  Greenup,  Illinois. 


WARREN  RINGERY 
Rank:   Private. 

Branch  of  Service:  Company  D.,  37th  Infantry. 
Entered  Service:  May  ZZ,  1918. 
Discharged:  August  6,  1919. 
Address:   Jewett,  Illinois, 


VERN  ROBERTS 
Branch  of  Service:  Medical  Department. 
Rank'    Private. 

Entered  Service:  October  2,   1918. 
Discharged:    February  20,   1919. 
Address:   Toledo,  Illinois. 

BOBBY  B.  ROBERTS 
Rank:  Private  First  Class. 
Branch  of  Service:   Headquarters  Battery, 
331st  Field  Artillery  Battalion. 
Entered  Service:  November  15,   1945, 
Discharged:  March  13.   1947. 
Address:  Route  #2,  Toledo,  Illinois. 


FELIX  DAVID  ROBERTSON 
R.»ting     Fireman  Third  Class, 
Branch  of  Service;  Naval  Reserve. 
Enlisted:   November   3,   1917. 
Discharged:  October  24,    1919. 

ERNEST  S.  RODGERS 
Rank:  Technician  Fourth  Grade. 
Branch  of  Service:  4th  Base  Post  Office. 
Entered  Service:  August  15,    1942, 
Battles:  South  Philippines,  New  Guinea. 
Discharged:  January  30,  1946. 
Address:  Greenup,  Illinois. 


FLOYD  L.  ROLLINGS 
Rank:  Technician  Third  Grade. 

Branch  of  Service:  Ordnance  Heavy  Autonnotive  Maintenance 
Company. 

Entered  Service:  January  25,   1942, 

Battles:  Normandy,  Northern  France,  Rhineland,  Central 
Europe,  Ardennes. 
Discharged:  September  5,  1945. 
Address:  Neoga.  Illinois. 


FLOYD  L.  ROLLINGS 
Rank:   Corporal. 

Branch  of  Service:  Connpany  G.,  57th 
Quarternriaster  Regiment, 
Entered  Service:  March  10,   1941. 
Discharged:   November  12,   1941. 
Address:  Greenup,  Illinois. 


RICHARD  DEAN  ROMINGER 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  July  15,   1942. 

Trained:  St.  Louis.  Missouri;  Camp  Bradford,  Virginia; 
Great  Lakes,  Illinois;  Signal  and  Diesel  School,  University 
of  Illinois,  AATB  Arzler,  Algeria;  Misida,  Italy. 
Vessels:  U.S.S.  LST   1081;  LST  315;  LST  378. 
Discharged:   January  12,   1946. 
Address:  Greenup,  Illinois. 


WILLIAM  MARTIN  ROMINGER,  JR. 
Rating:   Pharmacist's  Mate  Second  Class. 
Enlisted.  Great  Lakes,  Illinois. 

Trained:  Great  Lakes,  Illinois;  Shoemaker,  California; 
ACORN  24:  Navy  961. 
Discharged:  July  ZZ,  1942. 
Address:  42nd  Chestnut  Street,  Binghamton,  New  York. 


HARVEY  L.  RING 
Rank:   Private  First  Class. 

Branch  of  Service:  H.T.  Company,  U  0th  Infantry.  28th 
Division  , 

Entered  Service;   February  ZZ^   1943. 
Battles:   Rhineland,  Central  Europe. 
Discharged;   March  18,   1946. 
Address:  R.F.D.  #2,  Casey.  Illinois. 


RICHARD  DEAN  ROMINGER 
Rating;  Motor  Machinist's  Mate  Second  Class. 
Enlisted:  July  15,   1942. 

Trained:  St.  Louis,  Missouri;  Great  Lakes,  Illinois; 
Boat  Base,  Misida,  Italy. 

Vessels:  LST  315;  U.S.S.  LST  378;  U.S.S.  LST  378; 
LST  178. 

Discharged:  January  12,   1946. 
Address:   Box  173,  Greenup,  Illinois. 


Small 
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WILLIAM  RUSSELL  ROAN 
Rating:  Ship's  Cook  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  December  7,   1942. 
Trained:  Great  Lakes,  Illinois. 
Vessel:   U.S.S.  Mobile. 
Discharged:  December  15,   1945, 
Address:  Route  #1,  Casey.  Illinois. 


CLYDE  E.  ROPER 
Rating:  Musician  Third  Class. 

Branch  of  Service:   Hoboken  Cas.  Company  #201. 
Entered  Service:  April  26,   1918. 
Discharged:  March  12.  1919. 
Address:  Effingham,  Illinois. 
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BERLIN  C.  ROSE 
Rank:  Private  First  Class. 

Branch  of  Service:  CI.  Quartermaster  Corps, 
Unassigned  G.  H.  Q. 
Entered  Service:  April  12,   1918. 
Discharged:  March  2.4,   1919. 
Address:  Effingham,  Illinois. 


SAMUEL  HOMER  SAEGESSER 
Rating:  Aviation  Cadet  V-5. 
Branch  of  Service:  Navy. 
Enlisted;  October  2.i»  1942. 
Discharged:  October  28,   1945. 
Address:  Neoga,  Illinois. 


CHARLES  E.  ROBERTS 
Rank:  Sergeant. 

Branch  of  Service:   Battalion  Fas.  Detachment. 
Entered  Service:  December  28,   1944. 
Discharged:  September  30,  1946. 
Address:  Toledo,  Illinois. 

JOSEPH  F.  RUE 
Rank:   Private  First  Class. 

Branch  of  Service:   Headquarters  and  Headquarters 
Company  Detachment   Barracks. 
Entered  Service:   May  4,    1945. 
Discharged.   November  13,   1946. 
Address:   Route   3,  Greenup,  Illinois. 


EDWIN  HENRY  SAUER 
Rank:   Ministe  r. 

Commissioned:  November  7,   1918 
Discharged:  December  7,    1918. 


RAY  LEE  SAWERS 
Rating:  Seaman  First  Class. 
Branch  of  Service:   Na\-y, 
Enlisted.   June    14.    1944. 
Trained,  Great  Lakes,  Illinois; 
Ottumwa,  lowa. 
Discharged:   July  4,  1946. 
Address:  Jewett,  lowa. 


JAMES  F.  RUE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Squadron  A.,  3505th  Army 
Air  Force  Base  Unit, 
Entered  Service:  August  15,   1943. 
Battles:  Ardennes,  Rhineland, 
Discharged:  October  9,  1945. 
Address:  Route  #3,  Greenup,  Illinois. 


DON  R.  SOBERS 
Rank:  Private  First  Class, 

Branch  of  Service:   Company  C,    143rd  Infantry. 
Entered  Service:    February  22,   1943. 
Battles:  Italian  Campaign. 
Discharged:   December   14,  1944, 
Address;  Jewett,  Illinois. 


WILLIAM  H.  RUFFNER,  JR. 
Rank:   Corporal. 

Branch  of  Service:  Medical  Detachment, 
255th  Infantry. 

Entered  Service:  September   19,   1942. 
Battles.  Central  Europe. 
Discharged:  February  4,    1946, 
Address;   R.F.D.,   Yale,  Illinois, 


LUTHER  R.  SCALES 
Rank.   Technician  Fifth  Grade. 

Branch  of  Service;    3577th  Quartermaster  Truck  Company. 
Entered  Service:  March  20,    1942. 

Battles:  Northern  France,  Ardennes,  Rhineland,  Central 
Europe. 

Discharged:  December  22,   1945. 
Address:  Route  #3,  Pana,  Illinois. 


WALTER  E.  RUFFNER 
Rank:  Staff  Sergeant. 

Branch  of  Service:   425th  Quartermaster 
Laundry  Company. 
Entered  Service;   March   16,   1943. 
Battles;   Rome-Arno. 
Discharged:   January  5,  1946. 
Address:   R.F.D.  4.  Casey,  Illinois. 


CLEM  H.  RUHOLL 
Rank:    Private. 

Branch  of  Service:  Company  E.,  37th  Infantry. 
Rank:  Private. 

Entered  Service:   May  22,   1918. 
Discharged:  March  18,    1919. 
Address:  Toledo,  Illinois. 


HAROLD  E.  RUSSELL 
Rank:  Sergeant. 

Branch  of  Service:   Headquarters  Company,  2nd  Battalion, 
383rd  Infantry,  96th  Division. 
Enlisted:  October  8,    1942. 
Battles:  South  Philippines,  Ryukyus. 
Di.«icharged:  Decennber  22,    1945. 
Address:   Box  136,  Neoga,  Illinois. 


MELVIN  EMIL  RYAN 
Rating:  Motor  Machinist's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve, 
Entered  Service:  Decennber  15,  1943. 

Trained:  Great  Lakes,  Illinois;  Camp  Bradford,  Virginia. 
Vessel:    U.S.S.  LST  558. 

Battles:  Okinawa  Liberation,  Philippine  Liberation,  Occupa- 
tion of  Japan. 

Discharged:  December  31,   1945, 
Address:  Jewett,  Illinois. 


DONALD  ROBERT  SACHAW 
Rating:  Fireman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  October  30.  1943. 

Trained:  Great  Lakes,  Illinois;   University  of  Minnesota; 
Mobile  Amphibious  Base,  Alabama;  Repair  Unit  #2  Navy 
3505;  Ship  Repair  Unit  3002. 
Discharged:  April  8,   1946, 
Address:   Box  86,  Greenup,  Illinois. 


OWEN  S.  SCALES 
Rank:  Private  First  Class. 

Branch  of  Service:    Battery  B.,  863rd  Antiaircraft  Artillery 
Air  Wing  Battalion. 
Entered  Service:  January  7,   1943, 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe, 
Discharged:  December  8,    1945. 
Address:   Route  #1,  Toledo,  Illinois. 


MARJORIE  M.  SCINTO 
Rank:  Private  First  Class. 

Branch  of  Service:  Squadron  D.,  3508th  Army 
Air  Force  Base  Unit,  Truax  Field,  Wisconsin. 
EnUsted:  August  21,   1943. 
Discharged:  April  7,   1945. 
Address:  R.F.D.  #2,  Box  34,  Toledo,  Illinois. 


CLEO  E.  SCHNORF 
Rank:   Private  First  Class. 

Branch  of  Service:  First  Special  Service  Force. 
Entered  Service:  December  8,   1942. 

Battles:  Southern  France,  Rhineland,  Central  Europe. 
Discharged:  December  19,  1945, 
Address:  Route  #1,  Toledo,  Illinois. 


CLEO  SEDGWICK. 
Rank:   Private  First  Class, 

Branch  of  Service:   Medical  Detachment  Station 
Connplement. 

Entered  Service:   November  5,  1942. 
Discharged:  May  24,   1943. 
Address:  Greenup,  Illinois. 


WILLIAM  P.  SEDGWICK 
Rank:    Private. 

Branch  of  Service:  Company  C,,  7th  Battalion, 
Fort  McClellan,  Alabama. 
Entered  Service:  November  9,   1944. 
Discharged:  January  24,    1945. 
Address:    1209  South  14th  Street,  Mattoon,  Illinois. 
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WELLER  F.  SEDGWICK 
Rank:  Technician  Third  Grade. 

Branch  of  Service:    1135th  Counter  Intelligence  Corps. 
Entered  Service:  May  25,  1944. 
Battles:  Luzon. 
Discharged:  May  17,   1946. 
Address:  Greenup,  Illinois. 


ROSCOE  D,  SHEPHERD 
Rank:  Private. 

Branch  of  Service:  Company  A.,  U  5th  Medical  Battalion. 
Entered  Service:  March  18,   1941. 

Battles:  Bismarck-Archipelago,  Southern  Philippines. 
Discharged:  October  6.   1945. 
Address:  Route  3,  Toledo,  Illinois. 


OWEN  SERAIN 
Rank:   Private  First  Class, 

Branch  of  Service:  Medical  Detachment  Base. 
Entered  Service:  October  3,  1917. 
Discharged:  May  20,   1919. 
Address:  Greenup,  Illinois. 


LLOYD  E.  SHADLEY 
Rank:  Corporal. 

Branch  of  Service:  Headquarters  Battery, 
866th  Antiaircraft  Artillery  Battalion. 
Entered  Service:  May  6,  1943, 
Battles:  Southern  Philippines,  Ryukyus. 
Discharged:  January  27,  1946. 
Address:  Greenup,  Illinois. 


JAMES  N.  SHERRiCK 
Rank:  Captain, 

Branch  of  Service:    1  60th  Field  Artillery 
Battalion,  45th  Division. 
Entered  Service:  April  8,    1942. 
Battles:  Sicily,  Naples-Foggia,  Rome-Arno. 
Discharged:   January  12,   1946. 
Address:  Route  #3,  Greenup,  Illinois. 


JAMES  N.  SHERRICK 
Rank:   Corporal. 

Branch  of  Service:  Detachment  unassigned, 
F.A.S. 

Entered  Service:  June  24,   1941. 
Discharged:  April  7,  1942. 
Address:  Greenup,  Illinois. 


RICHARD  W.  SHADLEY 
Rank:  Staff  Sergeant. 

Entered  Service:  November  27,   1941. 
Branch  of  Service:  Company  A.,  34th  Division, 
135th  Infantry. 

Served  in  European  Theatre  of  Operations. 
Served  overseas:   2  years,  7  months,  22  days. 
Discharged:  September  7,   1945. 


LENA  I.  SHERRICK 
Rank:  Corporal, 

Branch  of  Se  rvice:  460th  Army  Air  Forces  Base 
Unit,  Hamilton  Field,  California. 
Entered  Service:   June  23,    1944. 
Discharged:  July  I,  1946. 
Address:  Greenup,  Illinois. 


LINDEN  D.  SHARP 
Rank:  Corporal. 

Branch  of  Service:   13th  Depot  Repair 
Squadron. 

Entered  Service:  March  30,  1943. 
Battles:  Southern  Philippines. 
Discharged:  February  27,  1946. 
Address:  Route  #2,  Casey,  Illinois. 


HARLOW  SHERWOOD 
Rank:  Private  First  Class. 

Branch  of  Service:    158th  Ambulance  Company. 
2nd  Army,  San  Francisco,  California. 
Entered  Service:  September  19,   1917. 
Discharged:  July  1,  1919. 
Address:  Greenup,  Illinois. 


ROBERT  C.  SHAW 
Rank:   Private  First  Class. 

Branch  of  Service:    321  1th  Ordnance  BSHM  Company. 
Entered  Service:  October  14,   1943. 
Battles:  Rhineland,  Central  Europe. 
Discharged:   January  29,  1946. 
Address;  Box  14.  Toledo.  Illinois. 


HAROLD  P.  SHIELDS 
Rank:  Technical  Sergeant. 
Branch  of  Service:  91st  Army  Air  Force 
Base  Unit.  Section  One. 
Enlisted:  October  19,   1942. 
Battles:   New  Guinea,  Southern  Philippines. 
Discharged:   December  20,   1945. 
Address:  Toledo,  Illinois. 


ROBERT  W.  SHAW 
Rank:   Private. 

Branch  of  Service:   3rd  Company  Discharge  Detachnnent. 
Entered  Service:  June  27,   1918. 

Served  in  American  Expeditionary  Forces  in  France. 
Discharged:  January  2Z,  1919. 
Address:  Toledo,  Illinois, 


LELAND  R.  SHOBE 
Rank.   Technician  Fifth  Grade. 
Branch  of  Service:  Army  Service  Force. 
Entered  Service:  April  25,   1941. 
Discharged:  October  10.  1945. 
Address:   R.F.D.  #1,  Greenup,  Illinois. 


RAYMOND  H.  SHEPARD 
Rank:  Private  First  Class. 
Branch  of  Service:  Battery  C.,  50th 
Field  Artillery  Battalion. 
Entered  Service:  August  16,  1944. 
Discharged:  July  1,  1946. 
Address:    15509  Kinlock,  Detroit,  Michigan. 


IVAN  EUGENE  SHAFER 
Rating.  Storekeeper  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  September  9,   1942, 
Trained;  Great  Lakes,  Illinois. 
Vessel:  U.S.S.  Cimarron 
Discharged.   February  28,    1946. 
Address:  Route  §i.  Jewett,  Illinois. 


OSCAR  F.  SHEPHERD 
Rank:  Corporal. 

Branch  of  Service:  315th  Depot  Supply  Squadron. 
Enlisted:  June  24,   1942, 

Battles:  China,  China  Offensive,  Central  Europe. 
Discharged:  January  17,   1946. 
Address:   Route  #3,  Toledo,  Illinois. 


SIDNEY  FRANKLIN  SHAFER 
Rating;  Seaman  Firsi  Class. 
Branch  of  Service;   Naval  Reserve. 
Enlisted:   December   14.    1943, 
Trained:  Great  Lakes.  Illinois. 
Vessel:   U.S.S.  Pennsylvania. 
Discharged:  December  8,    1945. 
Address:    Box  32,  Jewett,  Illinois. 


JOSEPH  B.  SHEPHERD 
Rank:   Private. 

Branch  of  Service:  Army,  Medical  Detachnnent 
1209  Service  Command  Unit. 
Discharged:  October  8,   1943. 
Address:  Toledo,  Illinois. 


HOMER  S.  SHOFNER 
Rank.  Sergeant 

Branch  of  Service:  60th  Bomb  Squadron,  39ih  Bomb  Group. 
Entered  Service;  June  8,  1942, 
Battles;   Western  Pacific.  Air  Oflensive  Japan. 
Discharged:  Noven-iber   11,    1945. 
Address;  Greenup.  Illinois. 
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WILLIS  F.  SHORE 
Rank.  Technician  Fifth  Grade. 

Branch  of  Service.    1907th  Ordnance  Ammunition  Company 
Aviation. 

Entered  Servicer  September  18,   1942. 

Battles:  Normandy,  Northern  France,  Central  Europe, 
Discharged.   November  8,   1945, 
Address;   Route  4,  Casey,  Illinois. 


CLARENCE  B.  SIDWELL 
Rank:    Private, 

Branch  of  Service:  Company  O.,  22nd  Engineers. 
Entered  Service:   February  23,   1918. 
Battles:  Meuse-Argonne  Offensive. 
Discharged:  July  7,   1919. 
Address:  Toledo,  Illinois. 
Born  at  Casey,  Illinois. 


WILLLMVI  W.  SHORT 
Rank:  Sergeant. 

Branch  of  Service:   Company  B.,  708th 
Amphibious  Tank  Battalion. 
Entered  Service:  November  25,  1942. 
Battles:  Okinawa  -  June  6,    1945. 
Discharged:  November  24,  194S. 
Address:   RFD  1,  Casey,  Illinois. 

JAMES  AVERY  SHORT 
Rating:  Chief  Storekeeper  (AA)  (T). 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  December  2.   1941. 
Discharged:  September  22,   1945. 
Address:   Toledo,  Illinois. 

EVERETT  SHORT 
Rank:   Private. 

Branch  of  Service:   Task  Force  Replacennent 
Pool,  Camp  Kilmer,  New  Jersey. 
Entered  Service-  August  25,   1942. 
Discharged:  May  1,    1943. 
Address:  Toledo,  Illinois. 


WILLIAM  VOTAW  SHORT 
Rating:  Radio  Technician  Second  Class. 
Branch  of  Service;   Navy. Enlisted;   December  7,  1943. 
Trained:  Sampson,  New  York;  Navy  Armory;  Training 
School  Navy  Pier,  Chicago,  Illinois;  Noraton  Heights,  Conn.; 
San  Bruno,  California. 
Discharged;   November  11,   1945. 
Address:  Neoga,  Illinois. 

RUSSELL  MAX  SCHULL 
Rating:   Radioman  Second  Class. 
Branch  of  Service:   Naval  Reserve. 
Enlisted;   May  13,   1943. 

Trained:  Great  Lakes,  Illinois;   Headquarters  Com'd.  Com. 
Marianas;  University  at  Evanston,  Illinois. 
Vessels:  GRO  Pacific  #7;   U.S.S,  Curtis. 
Discharged:   February  II,   1946. 
Address:  Route  #3,  Greenup,  Illinois. 

CARL  EDWIN  SHULL 
Rating:  Chief  Pharmacist's  Mate. 
Branch  of  Service:   Naval  Reserve. 
Enlisted:  February  24,   1942. 

Trained:  Chicago,  Illinois;  Great  Lakes,  Illinois;  Portsmouth, 
Virginia:   Bainbridge,  Maryland;  San  Bruno,  California, 
Vessel:   U.S.S.  Paducah. 
Discharged:  October  19,   1945. 
Address:  Greenup,  Illinois. 


LOWELL  LEE  SHULL 
Rating:  Gunner's  Mate  Third  Class. 
Entered  Service:  OtTober  16,    1943. 

Trained:  Great  Lakes.  Illinois;  Armed  Guard  Center, 
Treasure  Island.  Cahturnia.  Naval  Base.  Na\y  #3205. 
Manus  Island. 

Discharged:  September  29,  1947. 
Address:  Greenup,  Illinois. 


CHESTER  L,  SMITH 
Rank:   Technician  Fifth  Grade. 
Branch  of  Service:   58th  Quarternnasler 
Sale  Company 

Entered  Service.   March  20,    1942. 
Batttes:    Northern  France. 
Discharged.   December  8,  1945. 
Address:  Route  #1,  Trilla,  Illinois. 


ROBERT  RAY  SMITH 
Rating:  Storekeeper    Firsi   Class. 
Branch  ol  Service:  Navy. 
Enlisted:  October  4.    1940. 
Discharged:   December  20,   1945. 
Address.    Box  85,  Greenup.  Illinois. 


DALE  L.  SMITH 
Rank:  Private  First  Class. 

Branch  ol  Service;   Company  F.,  242nd  Infantry. 
Entered  Service:   May  25,   1944. 
Battles:  Northern  France. 
Discharged.  November  24,    1945. 
Address:  Route  ft  i ,  Lakewood.   Illinois. 


DONALD  W.  SMITH 
Rank:  Private  First  Class. 

Branch  of  Service:   384th  Quartermaster  Truck  Company, 
APO  218. 

Entered  Service;  September   18,   1942. 
Battles:  Central  Burma.  North  Burma. 
Discharged:  October  8,   1945. 
Address:  Route  #1,  Trilla.  Illinois. 


RAYMOND  I.  SMITH 
Rank:   Private  First  Class, 

Branch  of  Service;  Service  Company,  132nd  Infantry,  Camp 
Forrest,  Tennessee. 
Entered  Service:  April  25,   1941. 

Battles:  Guadalcanal,  Northern  Solomons,  Southern 
Philippines. 

Discharged:  June   16,   1945. 
Address:  Route   1,  Trilla.  Illinois. 


MINOR  LEROY  SMITH 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:  July  26,   1918. 
Discharged:  August  9,   1920. 
Address:  Toledo,  Illinois. 


CHARLES  LEONARD  SMITH 
Enlisted:  August  11.  1945, 
Trained:  Miami,  Florida. 
Discharged:  August  1.  1946. 
Address:  Greenup,  Illinois. 


DONALD  M.  SHULL 
Rank:  Sergeant. 

Branch  of  Service:  Company  C..  33rd  Armored  Engineers 
Battalion. 

Entered  Service:   February  4,   1942. 

Battles:  Sicilian,  Rome-Arno,  Southern  France,  Rhineland. 
Discharged:  October  23,   1945. 
Address:  Route  #3,  Greenup,  Illinois. 


CLIFFORD  R.  SMITH 
Rank:    Private. 
Branch  of  Service:  Army. 
Entered  Service:  September  5,  1918. 
Discharged:  September  8.    1918. 
Address:  Toledo,  Illinois, 


ELMER  E.  SHUTTS 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  Connpany  B.,  129th  Ordnance  Maintenance 
Battalion. 

Battles:  Northern  France,  Ardennes,  Rhineland,  Central 
Europe. 

Discharged:  October  19,  1945. 
Address:  262  1  st  Shelby  Avenue,  Mattoon,  Illinois, 


EARL  SNEARLEY.  JR. 
Rank:  Second  Lieutenant. 
Enlisted:  November  21,   1942. 

Branch  of  Service:  2nd  Marine  Division,  8th  Marine  Regiment. 
Stationed  in  Hawaii,  Guam  and  Japan. 
Served  as  line  officer  and  demolition  officer. 
Time  Served:   3  years.  9  months,  9  days;  Enlisted  man  32 
months.  Officer  13  months. 
Discharged;  August  30,   1946. 
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REAM  B.  SNYDER 
Rank:  Private  First  Class. 

Branch  of  Service:   Headquarters  and  Base  Service  Squadron, 
28th  Air  Service  Group. 
Entered  Service;   June  8,  1942, 

Battles:  India  Burma,  China  Air  Offensive  Japan,  Air  Combat 
Samatra. 

Discharged:  November  24,   1945. 
Address:  Greenup,  Illinois. 

LESTER  SNYDER 
Rank:  Technician  Third  Grade. 
Branch  of  Service:  Medical  Detachment, 
168th  Infantry. 

Entered  Service:  October  8,   1942, 
Battles:  Northern  Apennines,  Po  Valley. 
Discharged:  November  19,   1945. 
Address:  Greenup,  Illinois. 

MARSHALL  SNYDER 
Rank:  Sergeant. 

Branch  of  Service:  Company  B.,  60th  Armored 
Battalion,  9th  Armored  Division. 
Battles:  Germany  Campaign. 
Discharged:   July  31,   1945. 
Address:  Greenup,  Illinois. 

JACOB  DEWEY  SOUCH 
Rank:  Private. 

Branch  of  Service:  Company  10,  So.  F.  C,, 
University  of  Illinois, 
Entered  Service:  October  8,   1918. 
Discharged:  December  21,  1918. 
Address:  Neoga,  Illinois, 


CAROL  H.  SOWERS 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  88th  Signal  Company. 
Entered  Service:  September   19,  1942. 
Battles:   Rome-Arno,  Northern  Apennines, 
Po  Valley. 

Discharged:  November  13,   1945. 
Address:  Greenup,  Illinois. 


HENRY  O.  SPARK 
Rank:  Staff  Sergeant. 

Branch  of  Service:   Headquarters  Company  IRTC 
Camp  Wolters,  Texas. 
Entered  Service:  March  31,    1943. 
Discharged;  June  24,  1945. 
Address:  c/o  F,   Parsley,  Neoga,  Illinois. 


LEVI  GENTRY  SPARKS 
Rank:  Private  First  Class. 
Branch  of  Service:  Marine  Corps. 
Entered  Service:  January  20,  1944, 
Discharged:  February  11,  1946. 
Address:  Toledo,  Illinois. 


HAROLD  EDWARD  SPIVEY 
Rating:  Apprentice  Seaman,  V6. 
Branch  of  Service:  Naval  Reserve. 
Entered  Service:   November  9,  1944. 
Discharged:  December  22,  1944. 
Address:  Toledo,  Illinois. 


CHARLES  F.  STARWALT 
Rank:  Private  First  Class. 

Branch  of  Service:   10th  Company,   161st  D.B. 
Entered  Service:  July  31,  1918. 
Discharged:  January  5,  1919. 
Address:  Toledo,  Illinois. 


ROSS  E.  STARWALT 
Rank:  Sergeant. 

Branch  of  Service:  Company  L.,  105th  Infantry, 
27th  Division. 

Entered  Service:  August  30,  1943. 
Battles:  Ryukyus. 
Discharged:  December  20,   1945. 
Address:  Route  4,  Mattoon,  Illinois. 


LYLE  W.  STARWALT 
Rank:  Private  First  Class. 
Branch  of  Service:    135th  General  Hospital. 
Entered  Service:  May  8,  1943. 
Discharged:  April  5,   1946. 
Address:   Box  75,  Toledo,  Illinois. 


HAROLD  B.  STIREWALT 
Rating:  Boatswain's  Mate  First  Class. 
Enlisted:  December   15,   1941. 
Vessel:  U.S.S.  Biscayne. 
Discharged:  November  11,  1945. 
Address:  Jewett,  Illinois. 


CHARLES  H.  STARWALT 
Rank:  Corporal, 

Branch  of  Service:   15th  Qu»rterm»«ter 
Truck  Company. 

Entered  Service:   January  17,   1945. 
Discharged:  August  28,   1946, 
Address:  Jewett,  Illinois. 


SEYMOUR  S.  STARWALT 
Rank:  Private  First  Class. 

Branch  of  Service:    1325th  Service  Conrimand  Unit, 
Separation  Center  #45. 
Entered  Service:  May  5,   1945. 
Discharged:  Decennber  12,   1945. 
Address:  Box  175,  Toledo,  Illinois. 


ARCHIE  H.  STARWALT 
Rank:  Technician  Fifth  Grade, 
Branch  of  Service:   828th  Conv.  Center. 
Entered  Service:  March  20,  1942. 
Discharged:  October  27,   1945. 
Address:   Box  75,  Toledo,  Illinois. 


LENARD  R.  STARWALT 
Rank:   Private  First  Class. 

Branch  of  Service:  Company  A.,  47th  Engineers  Battalion. 
Entered  Service:  August  25,  1941. 

Battles:  Marshall  Islands,  Mandates,  Western  Pacific. 
Discharged:  October  17,   1945. 
Address:  Route  #1,  Jewett,  Illinois. 


IVAN  K.  STANSBERRY 
Rank:  Private. 

Branch  of  Service:  Army,  797th  Antiaircraft 
Artillery  Air  Wing  Battalion, 
Entered  Service:  May  13,   1943, 
Discharged:  August  30,   1943. 
Address:  Greenup.  Illinois. 


DELBERT  L.  STARWALT 
Rank:   Private. 

Branch  of  Service:  Company  C,,  63rd  Infantry 
Training  Battalion,  Camp  Walters,  TeJcas. 
Entered  Service:  November  17,  1944. 
Discharged:  February  3,  1945. 
Address;  Route  1,  Jewett,  Illinois. 


LELAND  HARVEY  STARWALT 
Rating:  Fireman  First  Class, 
Branch  of  Service;  Naval  Reserve. 
Enlisted:  April  27.    1944. 

Trained;  Great  Lakes,  Illinois;  Solomons,  Maryland. 
Vessels:    U.S.S.  LCT  590;   U.S.S.  LCT   1944;   U.S.S.  LCT  1129; 
LCT  Flotilla  One. 
Discharged:  November  28,   1945. 
Address;  Route  #1,  Jewett,  Illinois. 


JERRY  W.  STARWALT 
Rank:  Private. 

Branch  of  Service:  Military  Police  Detachment,  Station 
Complement,  Camp  Beauregard,  Louisiana, 
Enlisted:  April  16,   1942. 
Discharged;  June  16,   1943. 
Address:  Greenup,  Illinois. 
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JAMES  B.  STATELER 
Rank:  Technician  Fourth  Grade. 
Branch  of  Service:   2867th  E.  O.  D. 
Entered  Service:  September  29,  1944. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  November  26,   1946. 
Address:   Route  #3,  Greenup,  Illinois. 


WALTER   W.  STEWART 
Rank:   Technician  Fifth  Grade. 
Branch  ol  Service     Headquarters  Company, 
Constabulary  "A",  4th  Armored  Division. 
Enlisted.  August  8,   1945. 
Discharged;  July  Z2.,   1946. 
Address:  Toledo,  lUinois. 


MARVIN  L.  STEELE 
Rank:  Private  First  Class. 
Branch  of  Service:  Air  Corps,  1002nd 
Technical  School  Squadron. 
Discharged:  February  18,   1943. 


JACOB  FRANKLIN  STEGER 
Rating:  Gunner's  Mate  Second  Class. 
Branch  of  Service:  Navy. 
Enlisted:  October  30,  1942. 
Discharged:   June  22,  1945. 
Address:  Neoga,  Illinois. 

FRED  D.  STEGER 
Rank:   Technical  Sergeant, 
Branch  of  Service:  78th  Army  Air  Force 
Base  Unit, 

Enlisted:   July  15.    1940. 
Discharged:   November  II,  1945. 
Address:   Box  303,  Neoga,  Illinois. 


JACOB  F.  STEGER 
Rank:   Private. 

Branch  of  Service:  Marine  Corps. 
Enlisted:  October  9.  1917. 
Discharged:  February  14,  1919. 
Born  at  Neoga,  Illinois. 

WILLIAM  H.  STEGER 
Rank:   Technician  Fourth  Grade. 

Branch  of  Service:  Quartermaster  Service  Company. 
Entered  Service:  October  8,   1942. 
Discharged;   November  13,   1945. 
Address;    Box  303,  Neoga,  Illinois. 


HAROLD  F.  STARWALT 
Rank:  Private  First  Class. 
Branch  of  Service:  647th  Bomb  Squadron. 
Entered  Service:  March  30.    1943. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland. 
Central  Europe,  Air  Offensive  Europe. 
Discharged:   December  14,   1945. 
Address;  Route  #1,  Jewett,  Illinois. 

WAYNE  E.  STRADER 
Rank:    Private  First  Class. 
Branch  of  Service;  4th  Regin.ent  Depot, 
15th  Battalion. 

Entered  Service:   February  24,  1945. 
Discharged:  November  25,   1946. 
Address:  Route   1,  Metcalf,  Illinois. 


GEORGE  W.  STRADER 
Rank:  Wagoner. 

Branch  of  Service:  Supply  Company,  37th 
Infantry. 

Entered  Service:   May  23,   1918. 
Discharged:  August  19,   1919, 
Address:   Toledo,  Illinois. 


JAMES  E.  SULLENDER 
Rank;  Staff  Sergeant. 

Branch  of  Service:    12th  Medical  Department 
Company. 

Entered  Service:  September  IS,    1942. 
Battles:  Naples- Foggia.  Rome-Arno,  Northern 
Apennines,  Po  Valley. 
Discharged;   Novennber  25,    1945. 
Address:  704th  Lincoln  Avenue,  Mattoon. 
Illinois. 


HOWARD  H.  STEVENS 
Rank:   Private  First  Class. 
Branch  of  Service;   509th  Composite  Group. 
Enlisted:  October  22,   1941. 
Discharged:  November  17,  1945. 
Address;   Box  306,  Greenup,  Illinois. 


RAY  F.  STRETCH 
Rank:    Private. 

Branch  of  Service     Company  C,  28th 
Signal  Training  Battalion. 
Entered  Service.   November   15,  1945. 
Discharged.  April   18,   1946. 
Address:   Neoga,  Illinois. 


DONALD  K.  STURTS 
Rank:   Technician  Fifth  Grade. 

Branch  of  Service:   Company  I.,  3820th  Infantry. 
Entered  Service:  September   18,    1942. 
Battles:  Southern  Philippines,  Ryukyus, 
Discharged:  January  13,    1946. 
Address:   Rural  Route  #2.  Greenup.  Illinois, 


REED  SWEET 
Rank:   Technician  Fourth  Grade. 
Branch  of  Service:    37th  Ordnance  Maintenance 
Company. 

Entered  Service:    February  15,   1945. 
Discharged;   December  4,   1946. 
Address:   Route  1,  Lerna,  Toledo.  Illinois. 


RALPH  E.  STEWART 
Rank:   Private  First  Class. 

Branch  of  Service:   Battery  C,   1  36th  Antiaircraft  Artillery 
Battalion, 

Entered  Service:  July  ZZ^  1943. 

Battles:  Northern  France,  Ardennes,  Rhineland,  Central 
Europe . 

Discharged:  November  2,   1945. 
Address:   Jewett,  Illinois, 


GEORGE  J.  SWEET 
Rank;   Corporal. 

Branch  of  Service;   Headquarters  and  Base  Service  Squadron, 
496th  Air  Service  Group. 
Entered  Service:    February  4,    1942. 

Battles:  Norinandy,  Northern  France,  Rhineland,  Central 
Europe. 

Discharged:  November   1,    1945. 
Address:  R,F,D.  2,  Neoga,  Illinois. 


ROBERT  GENE  STEWART 
Rating:   Coxswain. 
Branch  of  Service:  Na%-y. 
Enlisted:  March  28,  1945. 

Trained:  Great  Lakes,  Illinois;  Amphibious  Pacific  Rcplar 
ment  Boat  Pool;  U.S.S.  A.P.L.  10  ADM  Citio  70  2  i  B?  3. 
PSC  Great  Lakes,  Illinois. 


DONALD  LEROY  STEWART 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Navy. 
Enlisted:   May  24.    1944. 
Trained:    Farragut,  Idaho, 
Vessels:    U.S.S.  Marvin  H.  Mclntyre 
(APA-129). 

Discharged:   May  20,   1946. 
Address:  Box  23,  Greenup.  Illinois. 


THETA  AGATHA  SWINGLER 
Rating:   Pharmacist's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  April  27.  1943. 

Trained:  Norfolk  Naval  Hospital,  Portsmouth,  Virginia; 
RS,  South  Annex;  Naval  Operating  Base,  Norfolk,  Virginia; 
Shoemaker,  California;  Naval  Base  Hospital  Nun^ber  8. 
Discharged;  December  1,    1945. 
Address:  2005,  East  Brown,  Springfield,  Illinois. 


DONALD  DEAN  SWIM 
Rank.   Corporal. 

Branch  of  Service:  Marine  Corps. 
Enlisted:   June  30,    1944. 
Battles.  Okinawa,  Ryukyus  Islands. 
Discharged:   July  30.    1946. 
Address;  Greenup,  Illinois. 
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THEO  QUENTIN  SWIM 
Rating:  Seaman  Second  Class. 
Branch  of  Service.  Naval  Reserve. 
Trained;   Greai  Lakes,  Illinois;  Moffeti  Field, 
California,  Air  Transport  Squadron  4. 
Vessels:   U.S.S.  Cabot  (CVL  28). 
Discharged;    June   tl.    1946. 
Address:  Greenup,  Illinois. 


DORSF  GENF  TANNER 
Rating:   Boatswain's  Mate  First  Class. 
Branch  of  Service:  Navy. 
Enlisted.  January  9,    1941. 

Trained:  Great  Lakes,  Illinois;  Corpus  Chnsti,    Texas. 
Vessels;    U.S.S.  Regil;  U.S.S.  ARD-15. 
Discharged.   January  3,    1947. 
Address:   Box  243,  Greenup,  Illinois. 

RAY  ALLEN  TANNER 
Rating.  Seaman  First  Class. 
Branch  of  Service;  Naval  Reserves. 
Enlisted:  October  13,   1944, 

Trained:  Great  Lakes,  Illinois;  Newport,  Rhode  Island. 
Vessels:   U.S.S.  Tolovana;   U.S.S.  Shadwell. 
Discharged-  August  1,   1946. 
Address-  Greenup,  Illinois. 


DALE  W.  THARPE 
Rank:  Sergeant, 

Branch  of  Service:  Army,  310th  Infantry. 
Recalled:  September  8,  1942. 
Discharged:  October  28.   1943. 
Address:  Greenup,  Illinois. 


JOHN  I,  TIMMONS 
Rank:   Technician  Fifth  Grade. 

Branch  of  Service:   Headquarters  Company,  Chemical 
Mortar  Battalion. 
Entered  Service:  March  20,   1942. 
Battles:  Aleutian  Islands  Campaign. 
Discharged:  October  2.  1945. 
Address:   Hazel  Dell,  Illinois. 


WILLIAM  VANCE  TINSMAN 
Rating:   Baker  Second  Class. 
Branch  of  Service:  Navy. 
Enlisted:  September  6,    1944. 

Trained:  Springfield,  Illinois;  Great  Lakes,  Illinois;  Little 
Creek,  Florida;  Coronado,  California. 
Discharged:  December  15,  1947. 
Address:   Toledo,  Illinois. 


HARRY  A.  TAYLOR 
Rank:   Private  First  Class. 
Branch  of  Service:    100th  General  Hospital. 
Enlisted:    July  24,   1942. 
Battles:  Northern  France,  Rhineland, 
Discharged:  November   16,    1945. 
Address:  R.F.D.  c/o  J.  E.  Love,  Lerna, 
Illinois. 


CHARLES  TINSMAN.  JR. 
Rank:   Private  First  Class. 

Branch  of  Service:  485th  Antiaircraft  Automatic 
Weapons  Battalion, 
Entered  Service:   January  7,   1943. 
Battles:  South  Philippines,  Ryukyus. 
Discharged:  January  18,  1946. 
Address.   Toledo,  Illinois. 


JESSE  EUGENE  THARP 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  9,   1945. 

Trained;  Great  Lakes,  Illinois;  Air  Transport  Squadron 
#11;  Fleet  Air  Wing  #18;  Naval  Hospital,  Mare  Island. 
California. 

Discharged:  November  26,   1945. 
Address:  Route  2,  Greenup,  Illinois. 


MAX  L.  TINSMAN 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service;  Headquarters  Company, 
24th  Tank  Destroyer  Group. 
Entered  Service:  February  4,    1943. 
Discharged.   February  6,   1946. 
Address:  Box  196,  Toledo,  Illinois. 


CALVIN  DANIEL  THORP 
Rating;  Seaman  Second  Class. 
Rating:  Naval  Reserve, 
Enlisted:   July  9.  1946. 

Trained:  Great  Lakes,  Illinois;  Camp  Parks, 
California, 

Vessels:  U.S.S.  Winooski. 
Discharged:  July  29,  1946. 
Address:  Route  2,  Greenup,  Illinois, 

BURL  W,  THARP 
Rank:  Private  First  Class. 
Recalled:  December  11,  1941. 
Discharged:  October  12,  1945. 
Address:   Route  #2,  Hidalgo,  Illinois. 


ZIBA  RAYMOND  TINSMAN 
Rating:  Motor  Machinist's  Mate  Second  Clas 
Entered  Service.  December  4,   1942. 
Theatre  of  Operations ;  European. 
Discharged;   July  10,   1945. 
Address:  Toledo,  Illinois. 


RAYMOND  C.  TINSMAN 
Rank:   Private, 

Branch  of  Service;  32nd  Armored  Infantry 
Regiment, 

Entered  Service:   January  16,  1942, 
Discharged:   January  8,  1943, 
Address:  Toledo,  Illinois, 


ARCHIE  F.  THOMAS 
Rank:  Private. 

Branch  of  Service;  Service  Detachment,   1777th  Service 
Unit,  Schick  General  Hospital,  Clinton,  Iowa. 
Entered  Service:  September   18,   1942. 
Discharged:  November  6,   1944, 
Address:  Route  #2,  Mattoon,  Illinois. 


ZIBA  RAYMOND  TINSMAN 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Branch  of  Service;   Navy. 
Enlisted:  December  4,  1942. 
Discharged:  July  10,  1945. 
Address:  Toledo,  Illinois. 


DALE  L.  THORNTON 
Rank.  Staff  Sergeant. 

Branch  of  Service:    3004th  Quartermaster 
Bakery  Company. 

Entered  Service:   September   22,    1944, 
Discharged:  November  6,   1946. 
Address:   Route  I,    Ttilla,  Illinois, 


TITUS 
Rank:  Technical  Sergeant. 
Entered  Service:   May  20,   1942. 
Served  in  North  Africa.  European  Theatres. 
Battles:  France,  Belgium.  Gernnany. 

Discharged:  November  13.   1945;  Canr\p  McCoy,  Wisconsin, 
Time  Served:  41  months.  24  days  {27  months  overseas). 


ROSCOE  M.  THROSTLE 
Rank:   Private  First  Class. 

Branch  of  Service.  734th  Air  Material  Squadron;  492nd 
Air  Service  Group. 
Entered  Service.  March  26.   1942. 

Battles.  Normandy,  Northern  France,  Rhineland,  Central 
Europe,  Ardennes. 
Discharged:   November  8,    1945. 
Address:  c/o  G,  W.  Throstle,  Jewett,  Illinois. 


GARREN  R.  TITUS 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:    552nd  Motor 
Amphibious  Company, 
Entered  Service:  Septennber  18,  1942. 
Discharged:  December  31,   1945. 
Address:    Trilla,  Illinois. 
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EVERETT  E.  TITUS 
Rank:  Sergeant. 

Branch  of  Service:   Battery  D.,   103rd  Antiaircraft  Air  Wing 
Battalion. 

Entered  Service:  August  ZS,  1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  November  1,  1945. 
Address:  Route  I,  Greenup,  Illinois. 


CLIFFORD  VERNON  TROXEL 
Rating:  Water  Tender  Third  Class, 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  December  21,   1943. 
Trained:  Great  Lakes,  Illinois. 
Vessel:  U.S.S.  Philip. 
Discharged:  February  1,   1946. 
Address:  812  North  Water  Street, 
Decatur,  Illinois. 


MARVIN  C.  TITUS 
Rating:   Boatswain's  Mate  Second  Class. 
Branch  of  Service:  Naval  Reserves. 
Entered  Service:   June    14,   1944. 

Vessels:  S.S.  John  Stevens;  U.S.S.  Inch  (DE-146). 
Discharged:  May  17,   1946. 
Address:  Trilla,  Illinois. 


DALE  E.  TITUS 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:  D  of  P  PJHC,  Fort  Custer,  Michigan. 
Entered  Service:   March  20,   1942. 

Battles:  Normandy,  Northern  France.  Rhineland,  Ardennes, 
Central  Europe. 
Discharged:  October  22.   1945. 
Address:   R.F.D.  #3.  Greenup.  Illinois. 


HARLAND  L.  TITUS 
I'^ank:  Technical  Sergeant. 
Branch  of  Service:  Headquarters  Battery 
Antiaircraft  Gun  Battalion. 
Enlisted:  May  20,   1942. 
Battles:  Northern  France,  Rhineland, 
Discharged:   November   13.  1945. 
Address:  c/o  Glen  Ward,  Greenup,  Illinois. 


JAMES  J,  TOOPS 
Rank:   Private. 

Branch  of  Service:  B4th  General  Hospital. 
Entered  Service:  October  1,  1942. 
Discharged:  November  23,   1942. 
Address:  Charleston,  Illinois. 


LELAND  TROXEL 
Entered  Service:  March  20,  1942;  Camp  Grant,  Illinois. 
Branch  of  Service:   Headquarters  Company,  307th  Engineers 
Battalion  of  the  82nd  Division. 

Trained:  Fort  Bragg,  North  Carolina;  Parachute  Company, 
Fort  Benning,  Georgia;  Camp  Mackall,  North  Carolina; 
Camp  Beale,  California, 
Served  in  South  Pacific, 
Returned  to  States:  November  10,   1945. 

Awarded:  Expert  Rifle  Badge,  Good  Conduct  Medal,  Asiatic- 
Pacific  Theatre  Ribbon,  American  Theatre  Ribbon,  Victory 
Medal,  Z  Overseas  Bars. 
Discharged:  September  17,  1945;  St.  Louis,  Missouri. 


JOHN  THOMAS  TUTEWILER 
Rating:  Mailman  Third  Class, 
Branch  of  Service:  Naval  Reserves. 
Entered  Service:  May  19,   1945. 

Trained:  Great  Lakes.  Illinois;  San  Francisco,  California: 
District  Communications  Office,  14th  Naval  District  and 
Postal  Activities. 
Discharged:   July  15.   1946. 
Address:  Route  1,  Casey.  Illinois. 


JACOB  H.  TUTEWILER 
Rank:  Wagoner. 

Branch  of  Service:    166th  Infantry  Brigade  Headquarters 
Detachment. 

Entered  Service:    February  23,   1918, 
Battles:  American  Expeditionary  Forces  in  France. 
Discharged:   February  1,   1919. 
Address:   Toledo.  Illinois. 


ELIHU  TOTTER 
Rank:  Private. 

Branch  of  Service:  Company  E.,  37th  Infantry. 
Entered  Service:  May  22,  1918. 
Discharged:  March  8,   1919. 
Address:  Olney,  Illinois. 


FRED  HENDRICKSON  TUTEWILER 
Rank.   Private. 

Branch  of  Service:  Student's  Army  Training 
Corps,   De  Pauw  University,  Greencastle, 
Indiana. 

Enteied  Service:  October    1,    1918. 
Discharged.   December   14.    1918. 
Addiess:   Greenup,  Illinois, 


RALPH  L.  TRACEY 
Rank:  Sergeant. 

Branch  of  Service:   5th  Reconnaissance  Troop. 
Entered  Service:  August  30.  1943. 

Battles:   Northern  France,  Ardennes,  Rhineland,  Central 
Europe. 

Discharged:  Novennber  7.   1945. 
Address:  Greenup,  Illinois. 


JOHN  C.  UNDERWOOD 
Rank:   Private, 

Branch  of  Service:  298th  Quartermaster 
SaU-age  and  Repair  Company. 
Trained:   Camp  Campbell,  Kentucky. 
Entered  Service:  October  8,  1942. 
Discharged:  March  29.  1943. 
Address:  Greenup,  Illinois. 


CHARLES  H.  TREADWAY 
Rank;  Technician  Fifth  Grade. 

Branch  of  Service:  Connpany  C.,  269th  Engineers  Connpany 
Battalion. 

Enlisted:  January  23,   1940. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhinelabd, 
Central  Europe. 

Discharged:  September  21,  1945. 
Address:  c/o  Thomas  Wickam,  Toledo,  Illinois. 


MARION  S.  UNDERWOOD 
Rank:  Private. 

Branch  of  Service:  Medical  Department  U.S.A.  G.H, 
#5.  Fort  Ontario,  New  York. 
Enlisted.  July  31,   1918, 
Discharged     January  9,   1919. 
Address:    Toledo,  Illinois. 


WILLIA.M  MENDELL  TREADWAY 
Rating     Water  Tender  First  Class. 
Branch  of  Service.   Naval  Reserve. 
Enlisted:  August  30,   1943. 

Trained:   Farragut,  Idaho;  Norfolk,  Virginia. 
Vessels;  U.S.S.  Francis  M.  Robinson. 
Discharged:   December  18,   1946. 
Address:  Route  2,  Toledo,  Illinois. 


LOUIS  T.  VANATTA 
Rating:  Storekeeper  Second  Class. 
Enlisted:   May  6,   1943. 

Trained:  Chicago,  Illinois;  Great  Lake*;,  lI!inoi> 
Pleasanton,  C;  Pearl  Harbor,  Crane,  Indiana. 
Vessels:   U.S.S.  Wichita. 
Discharged:  September  29,   1945. 
Address:  Jewett,  Illinois. 
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IRA  HAMPTON  VANOVER 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  N.  S.  S.  Receiving  Ship. 
Entered  Service:   May  10.  1918. 
Discharged:  February  12,    1919. 


THOMAS  A,    VAN  SCYOC 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:   519th  Ordnance   HM  Company. 
Entered  Service:  July  31,   1942. 

Battles:   Normandy,  Northern  France,  Ardennes, 
Rhineland,  Central  Europe. 
Discharged:    December  4,    1945. 
Address:   Box  33,   Toledo,  Illinois. 


WALTER  KENNETH  VAN  SCYOC 
Rank:  First  Lieutenant. 
Branch  of  Service:  2Znd  Bonnb  Group. 
Entered  Service:   March  12,  1944. 

Trained:  San  Antonio,  Texas;  Stamford,  Texas;  Greenville, 
Texas;  Frederick,  Oklahoma;  Fort  Worth,  Texas;  Tonopah, 
Nevada. 

Embarkation:  October  8,   1944. 

Battles:   Philippines,  New  Guinea,  Western  Pacific,  Luzon. 
Awarded:  Air  Medal  w/3  Bronze  Oak  Leaf  Clusters,  Asiatic- 
Pacific  Theatre  Ribbon  w/4  Bronze   Battle  Stars,  Overseas 
Service  Ribbon.  Philippine  Liberation  Ribbon  w/l  Bronze 
Battle  Star. 

Discharged:   Fort  Sheridan,  Illinois;  October  15,   1945. 
Address:  Crawfordsville,  Indiana. 


JAMES  C.  VAN  SFYOC 
Rank:  Technician  Fourth  Grade. 

Branch  of  Service:  Mechanized  Service  Command 
Unit  1915. 

Entered  Service:  July  23,  1942. 
Discharged:  October  16,  1945. 
Address:  Route  #2,  Neoga,  Illinois. 


ORVILLE  L.  VAN  SEYOC 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:    Headquarters  Coinpany,  3rd  Armored 
Division. 

Entered  Service:  July  25,  1941. 

Battles:  Normandy,  Northern  France,  Ardennes,  RJiineland, 
Central  Europe. 
Discharged:  October  12,  1945. 
Address:   Box  33,  Toledo,  Illinois. 


LOUIS  K.  VARIS 
Rank:   First  Lieutenant. 
Branch  of  Service:  Squadron  O.,  1503rd 
Army  Air  Force  Base  Unit. 
Entered  Service:  March  20,   1943. 
Battles:  China-Burnna-Indta. 
Discharged:  October  29,   1945. 
Address:  Neoga,  Illinois. 

LOUIS  K.  VARIS 
Rating:  Aviation  Cadet. 
Branch  of  Service:  Aviation  Cadet 
Detachment. 

Enlisted:  April   17,   1942. 
Discharged:  March  19.  1943. 
Address:  Neoga,  Illinois. 


CLARENCE  A.  VAUGHEN 
Rank:    Private  First  Class. 

Branch  of  Service:  Company  G.,   12th  Infantry, 
Entered  Service:   November  27,    1941. 
Batlleb.  Normandy,  Northern  France. 
Discharged;  April  6,    1946. 
Address:   Route   !,  Greenup,  Illinois. 


CARL  C.  VAUGHON 
Rank:  Sergeant. 

Branch  of  Service:   Headquarters  and  Service  Company 
361  0th  Service  Command  Unit,  Fort  Custer,  Michigan. 
Entered  Service:  October  16,   1942. 
Discharged:  September  16,  1945. 
Address:  Route  1,  Greenup,  Illinois. 


DAYLE  J.  WADE 
Rank.  Private. 

Branch  of  Service:  Service  Battery,  39th  Field 
Artillery  Battalion. 

Entered  Service.  November  24,    1945. 
Battles:   Rhineland,  Central  Europe. 
Discharged;   December  2.,  1946. 
Address:    Route   3,  Greenup,  Illinois. 


CHARLES  A.  WADE 
Rank:  Corporal. 

Branch  of  Service:  Army  Air  Force. 
Entered  Service:  January  7,  1943. 
Battles:  Normandy,  Northern  France, 
Rhineland,  Central  Europe  Campaigns 
Discharged:  March    2,  1946, 
Address:  Box  328,  Greenup,  Illinois. 

DOAN  R.  WADE 
Rank:  Private. 

Branch  of  Service:  Connpany  H,,   109th  Infantry 
Regiment. 

Entered  Service:   March  14,   1944. 
Battles:  Ardennes,  Rhineland,  Southern  France. 
Discharged:  October  6,   1945. 
Address:   Box  283,  Greenup,  Illinois. 


DOYLE  J.  WADE 
Rank:  Private  First  Class. 
Branch  of  Service:   Battery  A.,  46th 
Field  Artillery. 

Entered  Service:  January  30,  1944. 
Battles:  Rhineland,  Central  Europe. 
Discharged:  November  23,  1945. 
Address:  Route  3,  Greenup,  Illinois. 

RUFUS  F.  WADE 
Rank:  Private. 

Branch  of  Service:  Company  B.,  37th 
Infantry. 

Entered  Service:   May  23,   1918. 
Discharged:  August  15,  1919. 
Address:  Greenup,  Illinois. 

LOWELL  W.  WADE 
Rank:  Staff  Sergeant. 

Branch  of  Service:   Company  G.,  354th  Infantry. 
Entered  Service:  November  25,  1940. 

Battles;  Northern  France,  Ardennes,  Rhineland,  Central 
Europe. 

Discharged:  August  31,   1945. 
Address:  Route  #3,  Greenup,  Illinois. 

LOWELL  W.  WADE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  Company  E.,   10th  Infantry. 
Enlisted:  January  24,   1942. 
Battles :   Rhine  land. 
Discharged:  September  10,   1945. 
Address:  Greenup,  Illinois;  Route  #1. 

CHARLES  MONROE  WADE 
Rating:  Ship's  Serviceman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  January  19,  1942. 

Trained:  St.  Louis,  Missouri;  Great  Lakes,  Illinois;  Norfolk, 
Virginia. 

Vessel:  U.S.S.  North  Carolina. 
Discharged:  October  23,  1945. 
Address:  Greenup,  Illinois. 


KENNETH  B.  WALBEN 
Rank:  Sergeant. 

Branch  of  Service:  Company  D.,  31st 
Infantry,  7th  Division, 
Entered  Service:  September  29,  1944. 
Battles:  Ryukyus, 
Discharged:  October  26,  1946, 
Address:  Route  3,  Greenup,  Illinois. 

RAY  E.  WALDON 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  N.,  22nd  Engineers. 
Entered  Service:   June  27,   1918. 

Battles:  Engaged  as  2nd  Army  Troops  in  Meuse-Argonne 
Offensive. 

Discharged:  July  3,  1919.      ' 
Address:  Pana,  Illinois, 


128 


WILLIAM  E.  WALDRIP 
Rank:  Staff  Sergeant. 

Branch  of  Service:  78th  Army  Air  Force  Base. 
Entered  Service;   June  8.   1942. 

Battles:  Egypt,  Libyan  Campaign,  Algeria  French  Morroco. 
Discharged:  November  14,   1945. 
Address:    1513  Marshall  Avenue,  Mattoon,  Illinois. 


JOHN  RUSSELL  WATERFORD 
Rating:  Machinist's  Mate  Third  Class. 
Enlisted:  December  14,  1943. 
Trained:  Great  Lakes,  Illinois. 
Vessels:  U.S.S.  Essex  (CV-19). 
Discharged:  November  29,  1945, 
Address:   Box  105,  Greenup,  Illinois. 


JOHN  E.  WALDRIP 
Rank:  Private  First  Class. 
Branch  of  Service:  Headquarters  Squadron, 
Far  East  Air  Force. 
Entered  Service:  October  8,   1942. 
Battles:  Luzon. 

Discharged:  Deceniber  4,  1945. 
Address:  327th  South  Pine  Street, 
Centralia,  Illinois. 


ROBERT  MARTIN  WARFORD 
Rating:  Electrician's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserves. 
Entered  Service:  January  26,   1944. 
Trained:   Farragut,  Idaho 

Vessels:   U.S.S.  Republic  {AP33).   U.S.S.  Lyman  tDE302). 
Discharged:   December  8,   1945. 
Address:   Box  55,  Neoga,  Illinois. 


MACK  C.  WALDRIP 
Rank:  Lieutenant  Junior  Grade, 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  October  14,  1943. 
Vessels:  LST  Group  45. 
Discharged:  February  18,  1946. 
Address:  Greenup,  Illinois. 


HAROLD  D.  WASHBURN 
Rank:   Private  First  Class. 
Branch  of  Service:  3702nd  Army  Air  Force 
Base  Unit. 

Entered  Service:   June  22,   1945. 
Discharged:  February  8,   1946. 
Address:  Greenup,  Illinois. 


RAYMOND  J.  WALKE 
Rank:  Private  First  Class. 

Branch  of  Service:  Headquarters  and  Base  Service  Group, 
372nd  Army  Service  Group. 
Entered  Service:   February  2,   1942. 

Battles:  Normandy,  Northern  France,  Rhineland,  Central 
Europe. 

Discharged;  November  17,  1945. 
Address:  Route  2,  Neoga,  Illinois. 


ROBERT  LESTER  WALLEN 
Rating:  Seaman  First  Class, 
Branch  of  Service:  Naval  Reserve, 
Entered  Service:  December   12,  1944. 
Vessels;    U.S.S.  DeHaven. 
Discharged:  February  22,  1946. 
Address:  Route  2,  Greenup,  Illinois. 


HAROLD  G.  WALTERS 
Rank:  Private  First  Class. 

Branch  of  Service:  559th  Signal  Air  Warning 
Battalion, 

Entered  Service:  February  4,  1943. 
Battles:   Central  Burma,  India-Burma. 
Discharged:  November  5,  1945. 
Address:  828  Carroll  Street,  Hammond, 
Indiana. 


ROY  JENNINGS  WALTERS 
Rank:   Motor  Machinist's  Mate  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  September  4,  1942. 
Discharged:  June  12,   1945, 
Address:  Toledo,  Illinois. 


VIRGIL  D.  WASHBURN 
Rank:  Private  First  Class, 

Branch  of  Service:  760th  Railroad  Operating  Battalion. 
Entered  Service:   February  ZZ,   1943. 
Battles:  Normandy, 
Discharged:   March  4,   1946. 
Address:  Route  2,  Greenup,  Illinois. 


FLOYD  J.  WASHBURN 
Rank:  Private  First  Class. 

Branch  of  Service:  Company  E.,  409th  Infantry. 
Entered  Service:   January  19,   1944, 
Battles:  Rhineland  Campaign. 
Discharged:  December  4,  1945, 
Address:  Route  3,  Charleston,  Illinois. 


WILLIAM  J.   WASHBURN 
Rank:   Private  First  Class. 
Branch  of  Service:  Infantry. 
Entered  Service:  October  8,   1942, 
Battles:   Leyte  Campaign. 
Discharged:   May  7,   1945. 
Address:  Route  #1,  Toledo,  Illinois. 


GEORGE  PAUL  WATERFORD 
Rank;  Ship's  Serviceman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   January  16,   1942. 

Trained:  Great  Lakes,  Illinois;  Norfolk,  Virginia. 
Vessel;  U.S.S.  North  Carolina. 
Discharged:  October  23,   1945. 
Address:  Greenup,  Illinois. 


ROBERT  W.  WALTERS 
Rating:    Yeoman  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  August  2,   1944. 

Trained:  Great  Lakes,  Illinois;  Fort  Pierce,  Florida. 
Vessels:  U.S.S.  LST  1019. 
Discharged:   June  20,   1946. 
Address:  Route  1,  Greenup,  Illinois. 


MAX  RAYMOND  WARD 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:   May  27,   1944. 

Vessels:    U.S.S.  Chikaskia  -  South  Pacific. 
Discharged:   January  29,   1946. 
Address:  Greenup,  Illinois. 


ARTHUR  L.  WATTS 
Rank:  Staff  Sergeant. 

Branch  of  Service:  3117th  Signal  Service  Battalion. 
Entered  Service:  October  8,    1942. 
Discharged;  November  20,    1945. 
Address:  Greenup,  Illinois. 


ERNEST  R.  WELCH 
Rank;   Private. 

Branch  of  Service:  Quartermaster  Truck 
Con-ipany  (AVN). 
Enlisted:   December  30,  1941. 
Battles:    Algeria,  French  Morocco. 
Discharged:  October  8,   1945. 
Address:  Route  #1,  Lerna,  Illinois. 


THOMAS  E.  WARD 
Rank:   Bugler, 

Branch  of  Service:  I53rd  Depot  Brigade,  Company  H., 
147th  Infantry. 
Enlisted:  April  27,   1918. 

Severely  Wounded  in  Action  September   28,    1918. 
Discharged:  April  5,   1919. 
Address:  Route  #3,  Greenup,  Illinois. 


PAUL  M.  WICOFF 
Rank:  Private  First  Class. 

Branch  of  Service:   416th  Ordnance  Medium 
Maintenance  Company, 
Entered  Service:  November  9,   1944. 
Discharged:   July  18,   1946, 
Address:  Greenup,  Illinois, 
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LAVERNE  A.  WENTE 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  80th  Airborne 
Antiaircraft  Battalion. 
Entered  Service:  October  4,    1944. 
Battles:   Rhineland,  Central  Europe. 
Discharged:  July  II,   1946. 
Address:  Neoga,  Illinois. 


RAYMOND  A.  WKNTE 
Rank:   Technician  Fourth  Grade. 
Branch  of  Service:   529th  Signal  Operating 
Company, 

Entered  Service:    February  4,   1943. 
Battles:   Ryukyus. 
Dischaiged.   March  4,   1946, 
Address:   Neoga,  Illinois. 


RICHARD  O.  WENTE 
Rank:    Private. 

Branch  of  Service:   Medical  Corps. 
Entered  Service:  November  Z,  1942, 
Battles:  Philippine  Liberation. 
Discharged:  July  2,   1945, 
Address:  Route  #l,SigeI,  Illinois. 


GEORGE  B.  WESTALL 
Branch  of  Service:  Marine  Corps, 
Enlisted:  September  17,  1918. 
Discharged:  August  31,   1919, 
Address:  Greenup,  Illinois. 

JOHN  M.  WESTALL 
Rank:  Captain. 

Branch  of  Service:  460th  Squadron,  333rd 
Bomb  Group,  8th  Air  Force  -  Tinian, 
Entered  Service:  April  25.  1941. 
Battles:  Air  Offensive,  Japan. 
Discharged:  February  4,  1946. 
Address:   Box  82,  Greenup,  Illinois. 


CHARLES  W.  WHITAKER 
Rank:  Technician  Third  Grade. 

Branch  of  Service:  Connpany  D.,  40th  Battalion, 
Cannp  Crowder,  Missouri. 
Entered  Service:   January  16,   1942. 
Discharged:  October  15,   1945. 
Address:  Route  #2,  Neoga,  Illinois. 


LLOYD  F.  WHITE 
Rank:  Sergeant. 

Branch  of  Service:  Company  C,  40th  Battalion, 
Camp  Crowder,  Missouri. 
Entered  Service:  July  23,  1941. 
Discharged:  October  14,   1945. 
Address:  c/o  Frank  White,  Toledo,  Illinois. 


CHARLES  A.  WHITTEKER 
Rank:  Technical  Sergeant. 

Branch  of  Service:  Company  H.,  54th  Signal  Battalion. 
Entered  Service:   February  11,   1942. 
Battles:  Ardennes,  Rhineland,  Central  Europe. 
Discharged:  October  19,  1945. 
Address:  Box  213,  Greenup,  Illinois. 


JOHN  F.  WICKISER 
Rank:   Private. 

Branch  of  Service:  Army  Air  Force  Detachnrient,  of  Patients 
La  Garde  General  Hospital,  New  Orleans,  Louisiana. 
Entered  Service:  May  6,    1943. 
Discharged:  July  19,  1943. 
Address:  Greenup,  Illinois. 


ROBERT  TRAVIS  WILCOX 
Rating:  Chief  Pharmacist's  Mate. 
Branch  of  Service;   Navy. 
Enlisted:  August  27,    1940. 

Trained:  Great  Lakes,  Illinois;  Shoemaker,  California;  Navy 
Shipyard  128;  Davisville,  Rhode  Island. 
Vessels:    U.S.S.  Conyngham. 
Discharged:  August  7,    1946, 
Address:   Box  153,  Greenup.  Illinois, 


EDWIN  HUGO  WILL 
Rating:  Motor  Machinist's  Mate  Second  Class. 
Branch  of  Service:  Navy. 
Enlisted:  September  23,    1943. 

Trained:  San  Diego,  California:  CASU  3;  Fleet  Air  Base  Unit 
One;  Scouting  Squad  57;  Landing  Craft  School  Pacific;  Stand- 
ard Landing  Craft;  Unit  #52. 
Discharged:  January  23,  1946, 
Address:  Route   1,  Box  138,  TeutapoUs,  Illinois. 


LEONARD  J.  WILL 
Rank:  Private. 

Branch  of  Service:  Detachnnent  of  Patients 
Station  Hospital. 

Entered  Service:  October  19,  1942. 
Discharged:  Septennber  9,  1943. 


JAMES  D.  WHITE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  8th  Photo  Reconnaissance 
Squadron. 

Entered  Service:   June   14,    1944. 
Discharged:  May  18,  1946. 
Address:  Box  66,  Neoga,  Illinois. 


WILLIAM  C.  WELLENBORG 
Rank:   First  Lieutenant. 

Branch  of  Service:   Headquarters  Detachment  Mesc. 
Entered  Service:  September,   1942. 
Discharged:   February  1,  1946. 
Address;  Greenup,  Illinois. 


GEORGE  R.  WHITE 
Rank:  Private. 

Branch  of  Service:  Company  H.,  78th 
Infantry. 

Entered  Service:  September  5,  1918. 
Discharged:  January  21,   1919. 
Address:   Toledo,  Illinois. 


LOUIS  HENRY  WILLENBORG 
Rank;   Private. 

Branch  of  Service:   Machine  Gun  Company, 
36lst  Infantry. 

Entered  Service:   February  23,   1918, 
Battles:  Lys-Scheldt,   Belgium. 
Discharged:  April  29,   1919. 
Address:  Toledo,  Illinois. 


GEORGE  W.  WHITE 
Rank:  Sergeant. 

Branch  of  Service:  Medical  Corps, 
Entered  Service:  September  5,   1917. 
Served  in  American  Expeditionary  Forces. 
Discharged:   March  21,  1919. 
Address:   Toledo,  Illinois. 


WILLIAM  D.  WILLIAMS 
Rank:  Private. 

Branch  of  Service:   Company  D.,  592nd  EB  and  Sr. 
Entered  Service:   June  20,  1942. 

Battles;  New  Guinea,   Bismarck-Archipelago,  South 
Philippines,  Luzon. 
Discharged:  October  9.   1945. 
Address:  849  Sunnyside  Avenue.  Chicago,  Illinois. 


ROSCOE  A.  WHITE 
Rank:  Private. 

Branch  of  Service:   Prbo.  Company,  B.M. R.S.N. 
305. 

Entered  Service:  August  14,  1918. 
Discharged:  March  20,  1919. 
Address:   Mattoon,  Illinois. 


MELVIN  T.  WILLIAMS 
Rank;  Sergeant. 

Branch  of  Service:  A.  M.  Section  Base 
Flying  School  Detachment. 
Entered  Service:    February  12,   1918. 
Discharged:   December  23,   1918. 
Address:  Greenup,  Illinois. 
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ROYAL  H.  WILLIAMS 
Rank:  Corporal. 

Branch  of  Service:  M.F.C.  519th  1st  B..  U.S. 
Detachment  Demobilization  Group. 
Entered  Service:  June  13,   1918, 
Served  in  American  Expeditionary  Forces. 
Discharged;  June  1,  1919. 
Address:  Toledo,  Illinois. 


CLARENCE  EUGENE  WILSON 
Rating:  Seaman  Second  Class. 
Branch  of  Service:  Naval  Reserves. 
Enlisted:  April  2.1.   1944. 

Trained:  Great  Lakes,  Illinois;  Norman,  Oklahoma, 
Naval  Operating  Base,  Dish,  Adak,  Alaska. 
Vessels'  U.S.S.  Sarsi. 
Discharged:   June  6,   1946. 
Address:  Mills  Street.  Greenup,  Illinois. 


KENNETH  O.  WILLIAMS 
Ra.nk:   Private, 

Branch  of  Service:    107th  General  Hospital. 
Battles:  Rhineland. 
Discharged:  A  igust  30,  1945. 
Address:  Greenup,  Illinois. 


JOSEPH  M.  WILSON 
Rank:  Private, 
Branch  of  Service:  Army, 
Entered  Service:  March  20,  1942. 
Discharged:  July  3.  1942. 
Address:  Toledo,  Illinois. 


LEWIS  R.  WICKIE 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:  Battery  C,  4, 
and  Field  Artillery  Battalion. 
Enlisted:  September  10,  1942. 
Discharged:  February  12.  1946. 
Address:   Toledo,  Illinois. 


JOE  M.   WILEY 
Rank:  Second  Lieutenant. 

Branch  of  Service:   328th  Army  Air  Force  Base  Unit 
Gulfport  Army  Air  Field,  Mississippi. 
Entered  Service:  September  30,   1944. 
Discharged:  November  5,   1945. 
Address:  Toledo,  Illinois. 


THOMAS  LEOMARD  WILLIAMS 
Rating:  Apprentice  Seaman. 
Enlisted:  April  26,   1944. 

Trained:  Naval  Receiving  Station.  Chicago,  Illinois: 
Naval  Training  Station.  Great  Lakes,  Illinois. 
Discharged.  August  3,   1944. 
Address;  Greenup,  Illinois. 


VIVL'^N  WILLIAMS 
Rank:  Private. 

Branch  of  Service:   Blvg.  E.  7th  Regiment 
Field  Artillery  R.  D. 
Entered  Service:  June  15,  1918, 
Discharged:  December  27,  1918. 
Address:  Toledo,  Illinois. 


CARL  E.  WILLAN 
Rank:  Corporal. 

Branch  of  Service:  462nd  Army  Air 
Force  Base   Unit. 

Entered  Service:  February  22.  1943. 
Discharged:   February  26,   1946. 
Address:  Toledo.  Illinois. 


BENJAMIN  L.  WINNETT 
Rank:  Private. 

Branch  of  Service:  Land  Division,  Signal  Corps, 
N.  A. 

Enlisted:  January  29,  1918. 
Discharged:  February  6.   1918. 


CHARLES  N.  WILSON 
Rank:  Wagoner. 

Branch  of  Service:  G,  6th  Ammunition  Trail 
Entered  Service:  May  9,   1918. 
Battles:  Meuse-Argonne  Offensive. 
Discharged:  July  1,  1919. 
Address:  Neoga,  Illinois. 


RAYMOND  F.  WILSON 
Rank:  Private. 

Branch  of  Service:   Military  Police 
Detachment. 

Trained:  Camp  Crowder,  Missouri. 
Entered  Service:  June  ZZ,  1945, 
Discharged:  December   12,   1945. 
Address:  Route  2,  Casey,  Illinois. 


ALBERT  L.  WILSON 
Rank:  Private  First  Class. 
Branch  of  Service:   Battery  A.,  771st 
Antiaircraft  Artillery  Gun  Battalion. 
Entered  Service:  May  6,   1943. 
Battles:  Western  Pacific. 
Discharged:  December  21,  1946. 
Address;  Greenup,  Illinois. 


DAVID  RICHARD  WINNETT 
Rating:    Hospital  Apprentice  Second  Class. 
Enlisted:  December  13,  1944. 

Trained:  Springfield,  Illinois;  Great  Lakes,  Illinois;  Hospital 
Corps  School.  San  Diego,  California. 
Discharged:  November  5,    1945, 
Address;  Neoga,  Illinois, 


CLINTON  W.  WINNETT 
Rank:  Technician  Fifth  Grade, 
Branch  of  Service:  713th  Signal  Air  Corps. 
Entered  Service:  Novennber  5,   1942. 
Battles;  Aleutian  Islands, 
Discharged:   November  20,   1945. 
Address:  Route   1,  Trilla,  Illinois. 


EMMETT  WINTERS 
Rank:   Private. 

Branch  of  Service:   Connpany  D.,  361st  Infantry, 
Entered  Service:  February  23,   1918. 
Battles:  Lys-Scheldt,  Belgium. 
Discharged:  April  29,  1919. 
Address:   Toledo,  Illinois, 


ELMER  JACK  WISLEY 
Rank:  Cook. 

Branch  of  Service:  335th  Aeronautics  Squadron. 
Entered  Service:  August  25,  1917. 
Battles:  American  Expeditionary  Forces, 
Discharged:  December  6,   1918. 
Address:  Toledo,  Illinois, 


JAMES  THOMAS  WOOD 
Rating:  Firennan  First  Class;  Machinist's  Mate  First  Class; 
Chief  Machinist's  Mate  F.  5. 
Branch  of  Service:  Navy. 
Enlisted:   December  22,   1920;  February  16.    1926;  February 

18,  1930;  February  17.    1934;  February  18.    1944;  February 

19.  1944. 

Trained:  San  Francisco,  California;  Naval  Hospital,  Mare 

Island,  California;  Navy  Yard,  Pearl  Harbor, 

Vessels:   U.S.S.  Holland;  U.S.S.  Medusa;  U.S.S.  Kingfisher; 

U.S.S.  Concord;  U.S.S.  Astoria;   U.S.S.  Chaumont;  U.S.S. 

Eider;  U.S.S.  Burns;  U.S.S.  Turkey;  U.S.S.  Pigeon;  U.S.S. 

Baltimore;  U.S.S,  Mississippi;    U.S.S.  Grand  Canyon. 

Discharged:   December   15.    1924;  February  24.   1930; 

February  16.   1934;  February  15.   1938;   February  18,  1944; 

November  14,    1946. 

Address:  Route  #2,  Greenup,  Illinois. 


JOHN  W,  WOOD 
Rank:  Technical  Sergeant. 
Branch  of  Service:    126lst  Quartermaster 
Bakery  Company. 
Entered  Service:  May  24.   1943. 
Discharged:   July  17,   1947. 
Address:  Route   1,  Toledo,  Illinois. 
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DUAINE  EUGENE  WOODS 
Rating;  Aviation  Cadet. 
Branch  of  Service:  Naval  Reserve, 
Enlisted:  September  2.  1942. 

Trained:  Chicago,  Illinois;  Los  Angeles,  California;  Univer- 
sity of  Southern  California;  Arizona  State  Teachers'  College. 
Discharged:  August  17,   1943, 
Address:  Greenup,  Illinois, 


DWAINE  E.  WOODS 
Rank:   Flight  Officer. 
Branch  of  Service:  Air  Corps, 
Entered  Service:  June  27,  1945. 
Discharged:  October  11,    1945. 
Address:  Greenup,  Illinois, 


DUAINE  E.  WOODS 
Rank:  Aviation  Cadet. 
Branch  of  Service:  2109th  Army  Air 
Force  Base  Unit. 

Entered  Service:  November  19,   1943, 
Discharged:   June  26,  1945. 
Address:  Greenup,  Illinois. 


FRED  WOODARD 
Rank:  Sergeant. 

Branch  of  Service:   25th  Aeronautics  Squadron. 
Enlisted:  December  14,    1917. 
Battles:  Meuse-Argonne  Offensive. 
Discharged:  August  12,    1919. 
Address:  Greenup,  Illinois. 

BILLIE  R.  WOOLEVER 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   519th  Ordnance  Hm.  Company. 
Entered  Service:  July  21,  1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:   Decennber  4,   1945. 
Address:  R.F.D.,   1,  Greenup,  Illinois. 


JOHN  W.  WYLDE 
Rank:   Private. 

Branch  of  Service:  Air  Corps 
Enlisted  Reserve. 
Entered  Service:  July  14,   1943. 
Discharged:   November   16,  1944. 
Address:  Greenup,  Illinois. 


JAMES  E.    AfYLDE 
Rank    Slaft  Sergeant. 

Branch  of  Service:    1  272nd  Army  Air  Forrt   Bast-  Unit.  Nurit. 
African  Division,  Air  Transport  Command. 
Enhstt-d:  January  13,    1942. 

Battles     Normandy,   Northern  France,  Ardeni.^  s,   Rhin<-Un'i 
Central  Europe,  Air  Oltensive   Europe. 
Discharged:  September  4,   1945. 
Address:   Box  32,  Greenup,  Illinois. 


JOHN  W.  WORDEN 
Rank:  Sergeant, 

Branch  of  Service:  Service  Detachment,    1777th 
Service  Command  Unit. 
Entered  Service:  April  1,    1941. 
Battles:  African,  Algeria,  Tunisian,  Sicily. 
Discharged:  September  1,   1945. 
Address:   Box  292,  Casey.  Illinois. 


JOHN  FRANCIS  YANA.VAY 
Rank;   Corporal. 

Branch  of  Servite     Qua  rtf  rmasle  r  Co 
Regular  Army. 
Enlisted    April  23.   1914. 
Discharged     Mar.  h    10.    1920, 


DALE  LEBERT  YAW 
Rating:  Motor  Machinist's  Mate  Third  Class. 
Branch  of  Service:  Naval  Reserve. 
Enlisted:  November  3,  1943. 

Trained:  Great  Lakes,  Illinois;  Little  Creek,  Virginia. 
Vessels:  U.S.S,  LSM  136;  LSM  84. 
Address:  Route  2,  Montrose,  Illinois. 


STEPHEN  THEODORE  WORLAND 
Rank:   Private. 
Enlisted:  December  3,   1942. 
Discharged:   February  25,  1943. 
Address:  Neoga,  Illinois. 


PHILIP  F.  WORLAND 
Rank:  Corporal. 

Branch  of  Service:   2539th  Army  Air  Force 
Base  Unit. 

Entered  Service:  January  19,   1944. 
Discharged:   November  3,    1945. 
Address:  Neoga,  Illinois. 


FORREST  EDGAR  WORLEY 
Rating:  Seaman  First  Class. 
Branch  of  Service:  Naval  Reserves, 
Enlisted:   July  29,   1944. 

Trained:  Norfolk,  Virginia;   Arnned  Guard  Cenier.  New 
Orleans. 

Vessels:  U.S.S,  Tuolume  Meadows  Navy  122. 
Discharged:   February  15,   1946. 
Address:  Toledo,  Illinois. 


PAUL  K.  WRIGHT 
Rank:    Private  First  Class. 

Branch  of  Service:  Company  A,,  764th  Railway 
Shop  Battalion. 

Entered  Service:  October  18,   1943. 
Battles:   Northern  France. 
Discharged:   Decennber  II,   1945, 
Address:   2325th  W.  Broadway,  Mattoon,  Illinois, 


CLAUDE  R.  YOCUM 
Rank:    Private  First  Class. 
Branch  of  Service:  Section  Hand, 
Railway  199. 

Entered  Service.  January  4,   1944. 
Discharged.    December  4,   1944. 
Address:   Montrose,  Illinois. 


ORVILLE  F.  YELTON 
Rank:  Sergeant. 

Branch  of  Service:  Company  B.,  360th  Engineers 
GS  Regiment. 

Entered  Service:  August  25,   1942. 
Battles:  Northern  France,  Rhineland. 
Discharged:    December  4,   1945. 
Address     Hazel  Dell.  Illinois. 


CLAUD  R.  YOCUM 
Rank;    Private  First  Class. 

Branch  of  Service:   Connpany  A,,  724th  Railroad 
Operating  Battalion. 

Entered  Service:  December   14,   1943. 
Battles:   Northern  France,  Rhineland, 
Discharged:   December  4,   1945, 
Address;    Pennsylvania  Railroad,  Montrose, 
Illinois. 


WALTER  YOCUM 
Rank:  Technician  Fifth  Grade. 
Branch  of  Service:    135th  General  Hospital. 
Entered  Service:  March  7,  1946. 
Discharged:   January  27,    1946. 
Address:  Route  2,  Toledo,  Illinois. 


WALTER  J,    BRIGHT 
Rank:   Private. 

Branch  of  Service:  Company  A.,  71  3th  Engineers  Railroad 
Operating  Battalion. 
Entered  Service:  June  25,   1942. 

Battles:   Tunisia,  Naples-Foggia,  Rome-Arno,  Southern 
France,  Rhineland,  Central  Europe, 
Discharged:  September  10,  1945. 
Address:  Neoga,  Illinois. 


RAYMOND  P,  YOUNG 
i^ating:  Seaman  Second  Class, 
Branch  of  Service:  Navy. 
Enlisted:   March  23.   1946. 

Trained:  Great  Lakes,  Illinois:  Adak,  Alaska; 
Receiving  Station,  Seattle,  Washington. 
Discharged;   January  15,   1947. 
Address:   Toledo,  Illinois. 
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GLEN  T.  YOUNG 
Rank:   Private  First  Class. 

Branch  of  Service:   Battery  A.,  266th  Field  Artillery 
Battalion. 

Entered  Service;  November  5,  1942. 

Battles:  Normandy,  Northern  France,  Ardennes,  Rhineland, 
Central  Europe. 
Discharged:  December  8,  1945. 
Address:  Route  5,  Brazil,  Indiana, 


WILLIAM  T.  YOUNG 
Rank:  Private. 

Branch  of  SerWce:  Company  I.,   155th  Regiment 
of  Illinois,  Infantry  Volunteers. 
Enrolled:   February  25,  1865. 
Discharged:   May  24,  1865. 


FORREST  DALE  YOUNG 
Rating:  Pharmacist's  Mate  First  Class. 
Enlisted:   July  19,   1942. 

Trained:  Great  Lakes,  Illinois;  San  Diego,  California;  Camp 
Elliott,  California:  St.  Louis,  Missouri. 
Discharged:  December  15,   1945, 
Address:   Box  105,  Neoga,  Illinois. 


HARRY  L.  YOUNG 
Rank:  Technician  Fifth  Grade. 

Branch  of  Service:   Battery  C,  436th  Antiaircraft  Artillery 
Air  Wing  Battalion. 
Enlisted:  March  3,   1942. 

Battles:  Algeria-French  Morocco,  Tunisia,  Sicily,  Rome- 
Arno. 

Discharged:  July  20,  1945. 
Address:  Route   1,  Neoga,  Illinois. 


OSCAR  L.  YOUNG 
Rank:  Private. 

Branch  of  Service;  Arnny,  Battery  A.,  669th 
Artillery  Battalion. 
Entered  Service:  October  14,   1943. 
Discharged:  June  6,   1944, 
Address:  Neoga,  Illinois. 


JOSEPH  R.  ZIKE 
Rank:  Corporal. 

Branch  of  Service:   Headquarters 
Squadron,  Air  Depot, 
Entered  Service;  March  30,  1943. 
Discharged;   January  21,   1946. 
Address:   Box  184,  Toledo,  Illinois, 


ROBERT  LYLE   YOUNG 
Rating:  Apprentice  Seaman. 
Branch  of  Service:   Navy. 
Entered  Service:   June  23,  1943. 
Trained:   University  of  Illinois,  Urbana,  Illinois; 
Evanston,  Illinois. 
Discharged:   Jtme  23,   1946. 
Address:  Route   1,  Neoga,  Illinois. 


FLOYD  A.   ZIKE 
Rank:  Staff  Sergeant. 

Branch  of  Service:  335th  Ordnance  Base 
Depot  Company. 

Entered  Service:  February  21,  1941. 
Battles:  Rhineland. 
Discharged:  September  22,  1945. 
Address:   Box  53,  Lerna,  Illinois. 


RAYMOND  YOUNG 
Rank;  Corporal. 

Branch  of  Service:  Company  B.,   18th  Infantry. 
Enlisted:  April  17,  1917. 

Battles;  Runeville  Sector,  Toul  Sector  Defensive.  Cantiguy 
Offensive,  Monechdun  Mosum  Defensive,  Aisne-Marne 
Offensive. 

Discharged:  September  26,   1919. 
Address:  Neoga,  Illinois. 


HIRAM  B.  ZIKE 
Rank:  Technician  Fifth  Grade, 

Branch  of  Service:  Medical  Detachment  Convalescence 
Hospital,  Camp  Butner,  North  Carolina. 
Entered  Service:  August  25,   1942. 
Discharged;  August  9,  1945. 
Address:  Route  1,  Lerna,  Illinois. 


133 


m 


1  T  "»  '-.V 
i-"»,        ',r   •{. 


•!««; 


On  the  following  pages  appears  the  records  of  the  more  outstanding  exploits  of  Cumberland 
County  men.   vVe  regret  that  these  are  only  a  few  of  many  valorous  and  unusual  experiences 
of  the  servicemen  of  our  county.  Undoubtedly,  there  are  many  others  whose  record  would 
reveal  the  same  traits  of  stubborn  courage  and  valor  that  underlies  the  stories  following. 
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THE  STORY  OF  LIEUTENANT  HAROLD  M.  MASSIE,  TOLEDO,  ILLINOIS 

JUNGLE  ADVENTURE 
By  Sidney  James 

Excerpts  from  above  captioned  story,  reprinted  by  permission  from  LIFE  June  28.  Copyright 
Time  Inc.  1943. 

"Three  Martin  Marauders  took  off  on  a  bombing  mission  from  Seven  Mile  Airdrome  in 
New  Guinea.  Their  destination  was  an  airport  at  Rabaul,  on  the  northeastern  tip  of  New  Britain 
Island,  where  they  were  to  drop  oil  incendiary  bombs  on  a  concentration  of  Jap  planes.  It  was 
a  routine  mission.  IMOGENE  Vn  was  flying  in  the  right-wing  position.  Her  crew  was  inexpe- 
tienced.  Co-pilot  Eugene  Wallace  had  been  out  only  twice  before  against  the  enenny,  while 
Lieutenant  Harold  L.  Massie  was  starting  on  his  first  trip  as  first  pilot.  The  rest  of  the  crew 
that  morning  were  as  new  as  the  war  they  were  fighting  in. 

The  flight  was  completely  without  incident,  even  to  the  point  that  the  planes  swooped 
down  to  1,500  feet  for  their  bombing  run  over  the  Jap  Airport.  Just  as  Intelligence  had  reported 
Jap  planes  lined  the  runways.  Two  enemy  bombers  were  taking  off  as  they  roared  toward  the 
target,  and  it  was  obvious  that  they  had  taken  the  Japs  by  surprise.  Three  trains  of  bomibs 
hurtled  earthward. 

But  the  Japs  weren't  going  to  let  their  planes  go  for  nothing.  The  sky,  bright  now  with  the 
midmorning  sun,  was  filled  with  belated  ack-ack.  IMOGENE  Vn  lurched.  Hughes  stumbled   in- 
to the  cockpit  from  the  navigator's  compartment.  "I'm  hit,"  he  said,  holding  his  bloodstained 
side.  As  Wallace  broke  open  a  medicine  kit,  the  plane  dipped  violently  to  the  right.  Down,  down 
went  the  plane;  at  900  feet  it  was  righted  momentarily.  When  it  was  apparent  that  one  motor 
wouldn't  hold  the  load,  Massie  gave  the  order  to  jettison  everything  movable.  Lighter  by  a  good 
2,000  pounds,  the  plane  continued  to  lose  altitude  nevertheless.  "Prepare  for  a  crash!"  was 
the  only  order  Massie  could  give,  for  there  was  no  longer  altitude  enough  to  parachute.  With  a 
mighty  thud  the  plane  pancaked  into  the  waves.  Battered  about  like  so  much  debris,  members 
of  the  crew  began  popping  through  hatches  that  the  angry  waters  had  broken  open.  Soon  there 
were  six  bloody  heads  bobbing  in  the  blue  water  beside  the  half-submerged  plane.  In  another 
second  the  tail  raised  skyward.  The  struggling  men  heard  anguished  cries  of  "Please!"  Then 
the  plane  plunged  under  and  was  seen  no  more. 

Each  man  began  counting  the  heads  about  him.  Massie,  Wallace,  Hughes,  King,  Bordner, 
Swan,  but  no  Dukes;  no  Wlenski.  It  was  they  whose  fearful  cries  had  come  from  the  plane. 
Little  Joe  Dukes  had  had  his  first  and  last  airplane  ride. 

All  but  Massie  had  inflated  their  life  vests,  so  they  were  at  least  able  to  keep  afloat  with- 
out much  difficulty.  A  strong  swimmer,  Harold  Massie  struck  out  for  shore,  some  three-quar- 
ters of  a  mile  away.  His  goal  was  a  broad  beach  that  spread  out  before  a  cluinp  of  thatched 
huts  set  under  a  row  of  stately  palms.  The  village  seemed  at  first  to  be  deserted,  but  as  he 
drew  closer  a  swarm  of  near-naked  natives  rushed  out  of  the  huts  to  the  water's  edge.  They 
were  young  and  old,  male  and  female,  and  they  waved  their  arms,  jumped  and  ran  excitedly 
around,  screaming  and  whooping.  Presently  some  order  came  out  of  the  chaos  ashore.  Two  of 
the  natives  launched  an  outrigger  canoe  and  began  paddling. 

On  the  fourth  day  Massie  decided  to  make  a  trip  to  the  place  where  Wallace  had  been 
told  they  would  find  the  other  white  man.  He  was  gone  14  days  and  the  boys  back  at  the  village 
were  uneasy  about  him  but  he  was,  nevertheless,  only  one  of  their  worries  by  this  time, 
Bordner  had  taken  a  decided  turn  for  the  worse,  and  Hughes  and  Swan  were  unable  to  get  to 
their  feet. 

On  June  10,  14  days  after  he  had  left,  Massie  returned.  Wallace  and  King  ran  to  him, 
grasped  his  hand  and  thumped  his  shoulders  in  greeting.  Tattered  and  torn  and  worn  and  gaunt 
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from  his  trip,  he  was,  nevertheless,  the  best  sight  they  had  seen  for  days.  Quickly  returning 
their  greetings,  he  handed  a  cloth-wrapped  bundle  to  Wallace.  "Don't  unwrap  this,  it's  worth 
its  weight  in  gold.  Put  it  away  before  the  natives  see  it,"  he  whispered.  When  he  had  paid  off 
the  luluai  with  14  slings  or  shillings  for  the  services  of  two  natives  who  accompanied  him,  he 
brought  the  two  copra  sacks  the  natives  were  lugging. 

As  they  sat  in  the  twilight  gloom,  Massie  emptied  the  copra  sacks  of  the  useful  items 
the  man  had  given  him.  The  rain  continued  to  beat  down  on  the  palm-tree  fronds  and  the  damp 
chill  came  into  their  fragile  hut,  but  there  was  warnnth  in  Massie' s  return  and  the  new  know- 
ledge he  had  brought  to  them,  and  the  lost  fliers  slept  soundly  that  night. 

In  the  ensuing  days  they  scraped  off  their  faces  with  the  razor  blades,  took  soapy  baths 
in  the  surf  and  sang  to  the  natives  who  gathered  in  front  of  their  hut.  It  was  high  entertainment 
for  the  natives.  They  learned  to  put  the  clap-clap-clap  in  "Deep  In  The  Heart  of  Texas"  and 
they  managed  "helliva,  helliva  jeer"  as  the  second  line  of  the  Georgia  Teck  classic,  which  was 
by  far  their  favorite.  Sometimes  after  these  serenades,  Wallace,  Massie  and  King  used  to 
stroll  down  to  the  beach  and  look  at  the  moon.  They  would  see  its  path  as  a  broad,  shimmering 
highway  leading  to  their  homes  and  they  would  imagine  themselves  taking  quick  trips  over  it. 
Massie  and  King  would  nostalgically  communicate  with  their  brides--girls  they  had  married  in 
the  rush  of  going  off  to  war  and  had  hardly  gotten  a  chance  to  know. 

On  June  30,  it  was  decided  that  they  must  reduce  the  number  of  visiting  mouths  that  the 
villagers  had  to  feed  by  three,  and  Massie,  King  and  Wallace  left  the  village.  This  was  38  days 
after  the  crash.  Their  destination  was  the  hide-out  of  Massie' s  white  friend.  Their  purpose 
was  the  scout  possibilities  for  the  future,  Hughes,  Swan  and  Bordner,  the  latter  still  down  with 
his  injuries,  promised  to  try  to  stay  in  the  village  until  September. 

THEY  ARE  DISCOVERED  BY  JAPS 

On  the  third  day  out,  as  they  were  walking  into  a  small  village,  Massie  collapsed  on  the 
trail.  Carried  into  the  house,  he  was  utterly  helpless.  He  had  neither  a  chill  nor  a  fever,  nor 
any  specific  complaint,  but  he  could  not  eat  and  he  could  scarcely  move  a  muscle.  The  natives 
made  a  walking  bed,  a  blanket  slung  from  two  carrying  poles  and  1  5  of  them  carried  Massie  to 
their  destination. 

They  arrived  at  their  destination  on  July  9.  Massie  now  seemed  to  be  entirely  different. 
When  their  white  friend  saw  him  he  said:  "You'll  have  to  cheer  him  up.  He'll  quit.  I  saw  an 
Australian  soldier  die  that  way.  Nothing  much  wrong  with  him,  just  quit  living."  In  a  few  days 
it  was  obvious  that  Massie  was  not  going  to  quit,  though  his  progress  was  slow  in  the  face  of  a 
new  menace  that  the  fliers  were  meeting  for  the  first  time--tropical  ulcers. 

On  July  18  the  natives  ran  to  the  village  to  tell  them  that  the  Japs  knew  they  were  there 
and  were  on  their  way.  For  the  next  three  days  they  were  forced  to  spend  their  nights  on  hastily 
thrown-up  lean-tos  on  the  trail,  for  the  natives  were  further  apart  in  the  bush  than  on  the  coast 
The  most  disquieting  difference  between  the  bush  country  and  the  coastal  country  they  had  come 
from  was  that  it  was  a  country  of  villages  in  which  they  were  not  wanted.  Massie  and  King,  still 
in  walking  condition  though  nnany  pounds  lighter  than  their  normal  weight,  decided  to  push  on 
again.  Thus  on  July  27  they  departed  from  their  companions  for  the  last  time. 

THEY  LOSE  MASSIE,  KING  AND  SWAN 

Wallace  decided  to  strike  out  for  help  and  a  day  later,  he  met  Hughes  and  Bordner.  "Did 
you  hear  about  Massie  and  King?"  they  asked  as  they  rushed  up  to  him.  "No,  what  happened?" 
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said  Wallace.  "The  Japs  got  them,"  Hughes  said.  "All  we  could  find  out  was  that  they  got  to 
the  beach  and  some  natives  they  stayed  with  turned  them  over  to  the  Japs." 

(NOTE)  Gene  Wallace,  Marvin  Hughes  and  Dale  Bordner  were  rescued  and  this  story  is  based 
upon  their  experiences. 


The  Story  of  James  Sherrick,  Greenup,  Illinois. 

I  went  through  the  war  as  a  Reconnaissance  officer  in  Battery  A.,  I60th  Field  Artillery 
Battalion,  45th  Infantry  Division  with  rank  of  First  Lieutenant.  The  45th  went  into  action, 
nnyself  included,  on  July  9,  1943  in  Sicily,  Our  next  operation  was  September  10,  (?)  on  the 
Salerno  Beachhead  in  Italy,  In  January  of  1944,  the  division  made  a  support  landing  on  the 
beachhead  at  Anzio,  Italy.  I  was  captured  on  February  18,  1944  on  this  sanne  beachhead  by  a 
German  unit.  This  ended  my  combat  experience.  I  was  in  various  camps  during  the  next  few 
months,  Verona,  Italy  for  three  months,  Austria  for  three  months,  and  Poland  for  seven  months. 
In  January,  1945,  a  Russian  column  overtook  the  German  connpany  that  was  attempting  to  move 
us  to  Central  Germany.  Most  of  this  group  were  prisoners.  I,  with  the  rest  of  these  prisoners 
was  evacuated,  I  was  sent  to  Russia  and  then  back  to  the  States  in  April,  1945. 

I  was  awarded  the  Silver  Star  for  action  near  Persano,  Italy.  For  the  day  I  was  captured 
I  was  awarded  the  Distinguished  Service  Cross  and  Purple  Heart. 


The  Story  of  John  William  Furry,  Toledo,  Illinois. 

Bill  enlisted  December  7,  1942  in  the  United  States  Navy  Reserve  at  Effingham  and 
was  sent  to  St,  Louis  on  December  13,  1942,  for  induction  into  the  service.  He  returned 
home  and  was  sent  to  the  Great  Lakes  Naval  Training  Station  on  December  29.  Following 
book  training  he  chose  the  medical  corps  and  remained  at  Great  Lakes  until  February  9, 
1944,  when  he  was  assigned  to  Camp  Lejeune,  North  Carolina. 

In  August,  1944,  Bill  was  sent  to  the  Hawaiian  Islands  and  there  he  was  attached  to 
the  23rd  Marines,  4th  Marine  Division.  On  February  19,  this  division  landed  on  Iwo  Jima, 
where  Bill  heroically  attended  the  wounded  from  D  Day  until  his  death. 

On  March  4,  1945,  while  attending  the  wounded  a  large  mortar  shell  landed  near  by 
and  one  of  the  fragments  hit  him,  causing  instant  death.  He  was  buried  in  the  4th  Marine 
cemetery  on  Iwo  Jima  until  the  body  was  brought  back  to  Toledo. 

Bill  was  posthumously  awarded  the  Presidental  Citation,  the  Purple  Heart,  and  the 
Victory  Medal. 


The  Story  of  Sergeant  John  Mock,  Toledo,  Illinois  (now  of  Greenup,  Illinois). 

1  was  inducted  into  the  army  November  27,   1941  at  Cannp  Grant,  Illinois.  They  sent  me 
to  Cannp  Croft,  South  Carolina  for  basic  training,  I  joined  the  34th  Infantry  Division  at  Fort 
Dix,  New  Jersey  and  sailed  overseas  with  Company  One  of  the  135th  Regiment,  April  29,   1942, 
I  landed  in  Northern  Ireland  May  13,  1942  and  made  the  North  African  invasion  Novennber  8, 
1942  at  Algiers,  North  Africa.  I  fought  all  the  way  across  North  Africa  and  received  the  Silver 
Star  March  6,  1943  at  Salerno.  I  was  in  the  invasion  of  Italy  at  Salerno  and  campaigned  all  the 
way  from  Southern  Italy.  I  was  wounded  in  the  left  hand  at  Casino,  Italy,  on  February  3,   1944 
as  a  staff  sergeant  spent  seventeen  days  in  a  hospital,  but  later  rejoined  the  sanae  company. 
I  was  made  platoon  sergeant,  going  into  Anzio  Beachhead  in  Italy  in  March.  1  was  sent  back 
to  the  States  on  rotation  plan  May  11,  1944  and  landed  in  the  United  States  June  9,  1944.  I  was 
then  assigned  to  the   Welch  convalescent  Hospital  at  Daytona  Beach,  Florida  as  a  sergeant 
major.  I  was  stationed  there  until  discharged  at  Fort  McPherson,  Georgia  on  September  4, 
1945. 

The  decorations  and  citations  received  were:  Silver  Star  Medal,  Purple  Heart,  Good 
Conduct  Medal,  European-African-Middle  Eastern  Theatre  Ribbon  with  four  Bronze  Stars, 
American  Defense  Service  Ribbon,  Combat  Infantryman's  Badge  and  Distinguished  Unit  Badge. 
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Scenes  of  Toledo,  Illinois. 
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Grade  School,  Neoga,  Illinois 


Jennings  Park,  Neoga,  Illinois 


Christian  Church,  Neoga,  Illinois 


St.  Mary's  Church,  Neoga,  Illinois 


Presbyterian  Church,  Neoga,  Illinois 


High  School,  Neoga,  Illinois 
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street  Scene,  Neoga,  Illinois 


Street  Scene.  Neoga,  Illinois 


Honor  Roll  on  Kroger  Building 


Bert  Trairs-Chief  of  Police 
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THE  WILEY*MUMFORD  POST  764  wishes  to  thank  the  people  of  Cumberland 
County,  Illinois,  for  their  co-operation  in  making  this  publication  possible.  We  par- 
ticularly wish  to  thank  the  Swank- Votaw  Post  of  the  American  Legion,  Neoga,  Illinois, 
for  their  help  in  gathering  pictures  and  information  in  their  area,  and  many  individual 
members  of  the  Greenup  American  Legion  and  Veterans  of  Foreign  Wars  posts  for 
their  help  in  gathering  material. 

Also  we  wish  to  express  our  appreciation  to  the  publishers  of  LIFE  for  their 
permission  to  reprint  excerpts  from  an  article  by  Sidney  James  entitled  "Jungle 
Adventure." 
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possible. 
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COMPLIMENTS  OF 


Ettelbrick  Shoe  Co. 


GREENUP,  ILLINOIS 


COMPLIMENTS  OF 


First  National  Bank 


MEMBER 


FEDERAL  DEPOSIT  INSURANCE  CORPORATION 


TOLEDO,  ILLINOIS 


Builders'  Supply  Co. 


E.  B,  Cutts 


All  Kinds  of  Building  Material 


LUMBER 

Phone  52  Toledo,  Illinois 


Compliments  Of 


Glen  Ruffner 


Chevrolet  Dealer 


For  Cunnberland  County 


With  Our  Sincere  Appreciation 


L  C.  Markwell 


And 


E.  J.  Lashmet 


Toledo,  Illinois 


Duensing  Motor  Sales 


Sales  -  Service 


There's  a  %^CfI^cC  k  yoiir  ftrture 


"Bring  Your  Ford  Home  For  Service" 

Expert  Mechanic 
Phone  25  Toledo,  Illinois 


OLMSTEAD   STORE 

A.  B.  and  B.  J.  Olmstead 

General  Merchandise 
Telephone  24  Toledo,  Illinois 

GREENUP  LUMBER  COMPANY 
Lunnber  and  Millwork 

Builders  Supplies  -  Paint  -  Hardware 

Plaining  Mill 
Phone  69  Greenup,  Illinois 

GLEN  D.  NEAL 


State's  Attorney 


Toledo,  Illinois 


Diel  &  Thompson 

IMPLEMENT  COMPANY 


Allis- Chalmers 
Modern  Power  Farm  Equipment 
Phone  113  Toledo,  Illinois 

Stuart  General  Merchandise 

Men's  -  Ladies'  Furnishings 
Groceries  -  Meats  -  Vegetables 
Phone  150  Toledo,  Illinois 

Frank's  Place 

Meals  -  Lunches 
Cigars -Cigarettes -Tobacco-Soft  Drinks 

Ice  Cream 

Frank  Greeson,  Proprietor 
Toledo  Illinois 


Phone  4 


COLES-CUMBERLAND  SERVICE  COMPANY 
mini  Oil  -  Blue  Seal  Tires  and  Batteries 
Blue  Seal  Feeds  -  Commercial  Fertilizers 
Dewight  Mose  -  Henry  Woollen  -  Agents 

Toledo  Phone  152 


KELLY  GROCERY 

Groceries  -  Vegetables 
Fruits  -  Soft  Drinks 


Phone  1 1  0 


Toledo,  Illinois 


SCOTT'S  GROCERY 

Groceries  -  Meats  -  Vegetables 

"Just  Friendly  Service" 

Phone  55 

Toledo,  Illinois 


BROOMS  DRUG  STORE 

L.  C„  Bowman,  Proprietor 
Drug  Sundries  -  Luncheonette 


Greenup,  Illinois 


Phone  107 


CONRAD'S  GARAGE 

Dependable  Repair  Service 

Li.  Go  Conrad,  Proprietor 

N.  E.  Corner  Square 


Toledo,  Illinois 


Phone  147 


SHOOT'S 
Heating  and  Appliance  Service 
Plumbing  -  Paint  -  Furnaces  -  Wiring 
G.  E,  Appliances 


Toledo,  Illinois 


OAKLEY  BROTHERS 

Dodge  -  Plymouth 

Sales  -  Service 

Philco  and  Frigidaire  Appliances 

Toledo,  Illinois 


Toledo 


RAINBOW  CAFE 

Home  of  Good  Food 
"Where  The  Elite  Meet  To  Eat" 

Dinners  -  Sandwiches  -  Lunches 

Gladys  and  Wayne  Grubb,  Proprietors 


Illinois 


TOLEDO  OIL  COMPANY 

Neal  and  Son,  Owners 
Texaco  and  Goodrich  Products 


Phone  101 


Toledo,  Illinois 


Compliments 


Of  A 


FRIEND 


Compliments  Of 


DRS.  RHODES  AND  MASSIE 


Toledo,  Illinois 


BEAUMONT  FARM  SUPPLY 

Case  Tractors  and  Implements 
Westinghouse  Appliances 


Phone  106 


Toledo,  Illinois 


Compliments 


Of  A 


FRIEND 


Dedicated  To  Those  Who  Served 

RUSSELL'S 
In  Toledo 

Men's  and  Ladies'  Clothing 


SNODGRASS  VARIETY  STORE 
5^,  10^,  25^  and  Up 
John  Snodgrass,  Manager 
Phone   155 
Toledo,  Illinois 


WOOLEN'S 

Drug  Sundries  -  Fountain  Service 
School  Supplies 

Toledo,  Illinois 


THE  GREENUP  NATIONAL  BANK 


Member  Federal  Deposit  Insurance  Corporation 


Greenup,  Illinois 


EVERHART  INSURANCE  AGENCY 


"We  Stand  Between  You  and  Loss" 


Fire,  Marine,  Automobile  and  Casualty  Insurance 


Toledo,  Illinois 


Compliments  Of 

ELLIOTT'S 

Walgreen  System  Store 

Irene  L.  Lacey,  Manager 

Greenup,  Illinois 


Complinnents  Of 

LOWAL  RAGON 

SHERIFF 

Cumberland  County 

Toledo,  Illinois 


THE  BASKET  GROCERY 


M.  B.  Smith 


Toledo,  Illinois 


QUINN  BROOM  COMPANY 


Toledo,  Illinois 


L.  A.  TIPPETT 


County  Clerk 


Toledo.  Illinois 


WAYNE  SPERRY 


Circuit  Clerk  and  Ex-0£ficio 


Recorder 


Toledo,  Illinois 


Compliments 


Of  A 


FRIEND 
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